Google 



This is a digital copy of a book that was preserved for generations on library shelves before it was carefully scanned by Google as part of a project 

to make the world's books discoverable online. 

It has survived long enough for the copyright to expire and the book to enter the public domain. A public domain book is one that was never subject 

to copyright or whose legal copyright term has expired. Whether a book is in the public domain may vary country to country. Public domain books 

are our gateways to the past, representing a wealth of history, culture and knowledge that's often difficult to discover. 

Marks, notations and other maiginalia present in the original volume will appear in this file - a reminder of this book's long journey from the 

publisher to a library and finally to you. 

Usage guidelines 

Google is proud to partner with libraries to digitize public domain materials and make them widely accessible. Public domain books belong to the 
public and we are merely their custodians. Nevertheless, this work is expensive, so in order to keep providing tliis resource, we liave taken steps to 
prevent abuse by commercial parties, including placing technical restrictions on automated querying. 
We also ask that you: 

+ Make non-commercial use of the files We designed Google Book Search for use by individuals, and we request that you use these files for 
personal, non-commercial purposes. 

+ Refrain fivm automated querying Do not send automated queries of any sort to Google's system: If you are conducting research on machine 
translation, optical character recognition or other areas where access to a large amount of text is helpful, please contact us. We encourage the 
use of public domain materials for these purposes and may be able to help. 

+ Maintain attributionTht GoogXt "watermark" you see on each file is essential for in forming people about this project and helping them find 
additional materials through Google Book Search. Please do not remove it. 

+ Keep it legal Whatever your use, remember that you are responsible for ensuring that what you are doing is legal. Do not assume that just 
because we believe a book is in the public domain for users in the United States, that the work is also in the public domain for users in other 
countries. Whether a book is still in copyright varies from country to country, and we can't offer guidance on whether any specific use of 
any specific book is allowed. Please do not assume that a book's appearance in Google Book Search means it can be used in any manner 
anywhere in the world. Copyright infringement liabili^ can be quite severe. 

About Google Book Search 

Google's mission is to organize the world's information and to make it universally accessible and useful. Google Book Search helps readers 
discover the world's books while helping authors and publishers reach new audiences. You can search through the full text of this book on the web 

at |http: //books .google .com/I 







ILgH^lii^IL^JgiUiii 



PRACTICAL 



PHYSIOLOGICAL CHEMISTRY 



HAWK 



1 


^^r Absorption Spectra. f 

r PLATE 11. 


m 


s 

1 

9 

1 

10 
II 

i 

13 

1 

14 

1 


M 


Rtincti Alkali ^M 
H.»>1ln or ^M 
HumochroBOiw. ^M 

Add HuMiiD la ^H 

porphyrin. ^H 
Alkaline ^H 

Urobilin or Hydro- 
blllrublnlnacld 

1 

Urokllld or Hydra- 

Blllcyanln or 
Chol«yaB.n In 
alkaline lolutJon. 

d 


^^^ 



PRACTICAL 



PHYSIOLOGICAL CHEMISTRY 



A BOOK DESIGNED FOR USE IN COURSES 
IN PRACTICAL PHYSIOLOGICAL CHEMISTRY 
IN SCHOOLS OF MEDICINE AND OF SCIENCE 






PHILIP B. 



DKMONSTKATfiK OF PH YSIOLlxaC 

OH THE 




'• • 



• • 



• • 



•••*••• • 



• • 



• • 



M.S.. Ph.D. 



IN THE DEPARTMENT OF MEDICINE 
PENNSYLVANIA 



H'lTJf Tiro FULL PACE PLATES OF ABSORPTION SPECTRA IN COLORS, 

FOUR ADDITIONAL FULL PAGE COLOR PLATES AND ONE II'JN- 

DRED AND TirENTY-SIX FIGURES OF WHICH 

THELl'E ARE IN COLORS 



HiEDIQAL 



PHILADELPHIA 

P. BLAKISTON'S SON & 

IOI2 WAI.N'UT STREET 
1907 



CO 



• • 



• •. 



•• 



••• 



• • 



• • 



• •• • 

• • • 

• •• • • • 



• •• • 



• « 



• • •• 



Copyright 1907, By P. Bi.akiston'js Son & Co. 



Pmm op 

THt NKW Era PniMTiNo Com^amv 

LAilCAtTU, Pa. 






THESE PAGES 
ARE AFKECriONATELY DEDICATED 

TO 

MY MOTHER 



PREFACE 

The plan followed in the presentation of the subject of this 
volume is rather different, so far as the author is aware, from 
that set forth in any similar volume. This plan, however, 
he feels to be a logical one and has followed it with satisfac- 
tory results during a period of three years in his own classes 
at the University of Pennsylvania. The main point in which 
the plan of the author differs from those previously proposed 
is in the treatment of the food stuffs and their digestion. 

In Chapter IV the *' Decomposition Products of Proteids'' 
has been treated although it is impracticable to include the 
study of this topic in the ordinary course in practical physio- 
logical chemistry. For the specimens of the decomposition 
products, the crystalline forms of which are reproduced by 
original drawings or by micro-photographs, the author is in- 
debted to Dr. Thomas B. Osborne, of New Haven, Conn. 

Because of the increasing importance attached to the ex- 
amination of feces for purposes of diagnosis, the author has 
devoted a chapter to this subject. He feels that a careful 
study of this topic deserves to be included in the courses in 
practical physiological chemistry, of medical schools in par- 
ticular. The subject of solid tissues (Chapters XIII, XIV 
and XV) has also been somewhat more fully treated than has 
generally been customary in books of this character. 

The author is deeply indebted to Professor Lafayette B. 
Mendel, of Yale University, for his careful criticism of the 
manuscript and to Professor John Marshall, of the University 
of Pennsylvania, for his painstaking revision of the proof. 
He also wishes to express his gratitude to Dr. David L. 
Edsall for his criticism of the clinical portion of the volume; 
to Dr. Otto Folin for suggestions regarding several of his 
quantitative methods, and to Mr. John T. Thomson for assist- 
ance in proof-reading. 

• • 
Vll 
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For the micro-photographs of oxyhaemoglobin and haemin 
reproduced in Chapter XI the author is indebted to Professor 
E. T. Reichert, of the University of Pennsylvania, who, in 
collaboration with Professor A. P. Brown, of the University 
of Pennsylvania, is making a very extended investigation into 
the crystalline forms of biochemic substances. The micro- 
photograph of allantoin was kindly furnished by Professor 
Mendel. The author is also indebted for suggestions and 
assistance received from the lectures and published writings 
of numerous authors and investigators. 

The original drawings of the volume were made by Mr. 

Louis Schmidt whose eminently satisfactory efforts are highly 

appreciated by the author. 

Philip B. Hawk. 

Philadelphia, March 27, 1907. 
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CHAPTER I. 
CARBOHYDRATES. 

The name carbohydrates is given to a class of bodies which 
are an especially prominent constituent of plants and which 
are found also in the animal body either free or as an integral 
part of various proteids. They are called carbohydrates be- 
cause they contain the elements C, H and O; the H and O 
being present in the proportion to form water. The term 
is not strictly appropriate inasmuch as there are bodies such 
as acetic acid, lactic acid and inosit which have H and O 
present in the proportion to form water, but which are not 
carbohydrates, and there are also true carbohydrates which do 
not Jiave H and O present in this proportion, e. g., rhamnose, 

Chemically considered, the carbohydrates are aldehyde or 
ketone derivatives of complex alcohols. Treated from this 
standpoint the aldehyde derivatives are spoken of as aldoses, 
and the ketone derivatives are spoken of as ketoses. The 
carbohydrates are also frequently named according to the 
number of carbon atoms present in the molecule, e. g., trioses, 
pentoses and hexoses. 

The more common carbohydrates may be classified as 
follows : 

1. Monosaccharides. 

I. Hexoses, C^HigOfl. 

(a) Dextrose. 

(b) Laevulose. 
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(c) Galactose. 
2. Pentoses, C5H10O5. 
(a) Arabinose. 
(&) Xylose. 

(c) Rhamnose (Methyl-pentose), C^HnO^. 
II. Disaccharides, C12H22O11. 

1. Maltose. 

2. Saccharose. 

3. Iso-Maltose. 

4. Lactose. 

III. Trisaccharides, CigHggOic- 

I. Raffinose. 

IV. Polysaccharides, (CoH,o05)x. 

1. Starch Group. 

(a) Starch, 
(fc) InuHn. 

(c) Glycogen. 

(d) Lichenin. 

2. Gums and Vegetable Mucilage Group. 

(a) Dextrin. 

(b) Vegetable Gums. 

3. Cellulose Group. 

(a) Cellulose. 

(6) Hemi-Cellulose. 
Each member of the above carbohydrate classes, except 
the members of the pentose group, may be supposed to con- 
tain the group CeHjoOg called the saccharide group. The 
polysaccharides consist of this group alone taken a large num- 
ber of times, whereas the disaccharides may be supposed to 
contain two such groups plus a molecule of water, and the 
monosaccharides to contain one such group plus a molecule 
of water. Thus, (CeH,o06)x = polysaccharide, (CeHio06)2 
+ H2O = disaccharide, CeHioOg + H2O = monosaccharide. 
In a general way the solubility of the carbohydrates varies 
with the number of saccharide groups present, the substances 
containing the largest number of these groups being the least 
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soluble. This means simply that, as a class, the monosac- 
charides (hexoses) are the most soluble ind the polysac- 
charides (starches and cellulose) are the least soluble. 
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Hexoses, C„HibOb. 
The hexoses are monosaccharides containing six carbon 
atoms to the molecule. They are the most important of the 
simple sugars, and two of the principal hexoses, dextrose and 
laevulose, occur widely distributed in plants and fruits. These 
two hexoses also result from the hydrolysis of starch and 
cane sugar. Galactose, wliich witli dextrose results from the 
hydrolysis of lactose, is also an important hexose. These 
three hexoses are fermentable by yeast, and yield lasvulinic 
acid upon heating with dilute mineral acids. They reduce 
metallic oxides in alkaline solution, are optically active, and 
extremely soluble. With phenylhydrazin they form charac- 
teristic osazons, 

CH.OH 

DESTHOSE, (CHOH),. 
I 
CHO 

Dextrose, also called glucose, grape sugar, or diabetic sugar, 
is present in the blood in small amount and may also occur 
in traces in normal urine. After the ingestion of large 
amounts of saccharose, lactose or dextrose an alimentary gly- 
cosuria occasionally arises. In diabetes mellitus very large 
amounts of dextrose are excreted in the urine. The fol- 
lowing structural formula has been suggestedby Victor Meyer 
for d-dextrose: 



4 PHYSIOLOGICAL CHEMISTRY. 

COH 

I 

H — C — OH 

I 
HO — C — H 

I 
H — C — OH 

I 
H — C — OH 

I 
CH2OH 

(For further discussion of dextrose see section on Hexoses, 

pages.) 

Experiments on Dextrose. 

1, Solubility. — Test the solubility of dextrose in the " ordi- 
nary solvents" and in alcohol. (In the solubility tests 
throughout the book we shall designate the following solvents 
as the "ordinary solvents": HgO; 10 per cent NaCl: 0.5 
per cent NagCOg; 0.2 per cent HCl: concentrated KOH; 
concentrated HCl.) 

2. Molisch's Reaction. — Place approximately 5 c.c. of 
concentrated H2SO4 in a test-tube. Incline the tube and 
slowly pour down the inner side of it approximately 5 c.c. 
of the sugar solution to which 2 drops of a-naphthol solu- 
tion (about 15 per cent alcoholic solution) has been added, 
so that the sugar solution will not mix with the acid. A 
reddish- violet zone is produced at the point of contact. The 
reaction is due to the formation of furfurol, 

HC — CH 



HC C CHO, 

\ / 


by the acid. The test is given by all bodies containing a car- 
bohydrate group and is therefore of very little practical im- 
portance. 
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3. Pbenylhydrazin Reaction. — Test aarording lo one of 

Uie following methods: {a) To a small amount of pheoyl- 
hydrazin mixturr. fumisbed by the instructor.' add 5 c-c of 
the sugar solution, shake well and heat on a boiling w-ater- 
bath for one-half to three-quarters of an hour. Allow the 
tube to cool sltni^y and examine the crystals microscopically 
( Plate III, tipptisite). If the solution has become ttx> ctjocen- ■ 
trated in the boiling process it will be light-red in color and 
no crj-stals will separate tuitil it is diluted with water. 

Yellow crystalline bodies called osasons are formed from 
certain sugars under these conditions, each indindual sugar 
giving rise to an osazon of a definite crystalline form which 
is t)-pical for that sugar. Each osazon has a definite melting- 
point and as a further and more accurate means of identifica- 
tion it may be recr>-stallized and identified by the determination 
of its melting-point and nitrogen content. The reaction tak- 
ing place in the formation of phenyldcxIrostKOH is as follows: 

C,H„Oe -f- 2(H,N-NH-C.Hb) ^ 

DezVFQ«e. Flitnylhydrajin. ' 

C,H,„0,(N-NH-C,H,)j + 2H,0 + H,. 

( (6) Place 5 c.c. of the sugar solution in a test-tube, add i c.c, 
of the phenylliydrazin-acetate solution furnished by tlie in- 
structor.' and heat on a boiling water-bath for one-halt" to 
three-quarters of an hour. Allow the liquid to cool slozvly and 
examine the crystals microscopically (Plate III, opposite). 

The pbenylhydrazin test has been so modified by Cipollina 
as to be of use as a rapid clinical lest. The directions for 
this test are given in the next experiment. 

' This mixture is prepared by co/nbining one part of phenylhydrazin- 
hydrochloride and two parts of spJiviin acetate, by weight These are 
thorough I y inixed in a mortar. 

'This solution is prepared by mixing one part by volume, in each case, 
of glacial acetic acid, one part of water and two parts of phenylhydraiin 
(the base). 
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4. Cipollina's Test. — Thoroughly mix 4 c.c. of dextrose 
solution, 5 drops of phenylhydrazin (the base) and J^ c.c, 
of g'lacial acetic acid in a test-tube. Heat the mi.sture for 
about one minute over a low flame, shaking the tube con- 
tinually to prevent loss of fluid by bumping, .Xdd 4-5 drops 
of sodium hydro.xide (sp, gr. 1.16), being certain that the 
fluid in the test-tube remains acid, heat the mixture again 
for a moment and then cool the contents of the tube. Ordi- 
narily the crystals form at once, especially if the sugar solu- 
tion possesses a low specific gravity. If they do not appear 
immediately allow the tube to stand at least 20 minutes before 
deciding upon the absence of sugar. 

Examine the crystals under the microscope and compare 
them with those shown in Plate III, opposite page 5. 

5. Precipitation by Alcohol. — ^To 10 c.c. of 95 i>er cent 
alcohol add about 2 c.c. of dextrose solution.. Compare the 
result with tliat obtained under Dextrin, 7, page 28. 

6. Iodine Test. — Make the regular iodine test as given 
under Starch, 5, page 24, and compare this result with the 
results obtained with starch and with dextrin. 

7. Diffusibility of Dextrose. — TestthedifTuaibility of dex- 
trose solution through animal membrane, or parchment paper, 




MONOSACCHARIDES. 7 

8. Moore's Test. — To 2-3 c.c. of sugar solution in a test- 
tube add an equal volume of concentrated KOH or NaOH, 
and boil. The solution darkens and finally assumes a brown 
color. This is an exceedingly crude test and is of little prac- 
tical value. 

9. Reduction Tests. — To their aldehyde or ketone struc- 
ture many sugars owe the property of readily reducing alka- 
line solutions of the oxides of metals like copper, bismuth and 
mercury; they also possess the property of reducing ammo- 
niacal silver solutions with the separation of metallic silver. 
Upon this property of reduction the most widely used tests 
for sugars are based. When whitish-blue cupric hydroxide 
in suspension in an alkaline liquid is heated it is converted 
into insoluble black cupric oxide, but if a reducing agent like 
certain sugars be present the cupric hydroxide is reduced to 
insoluble yellow cuprous hydroxide, which in turn on further 
heating may be converted into brownish-red or red cuprous 
oxide. These changes are indicated as follows : 






OH 
Cu --^ Cu=0 + H20. 

\^ Cupric oxide. 

OH (black). 

Cupric hydroxide, 
(whitish-blue). 



OH 

/ 

Cu 

\ 
OH 

»-^ 2Cu-0H + H2O + O. 

OH Cuprous hydroxide. 

/ (yellow). 

Cu 

\ 
OH 
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Cu 
Cu-OH \ 

m^ O + H2O. 

Cu-OH / 

Cu 

Cuprous hydroxide Cuprous oxide, 

(yellow). (brownish-red). 

The chemical equations here discussed are exemplified in 
Trommer's and Fehling's tests. 
f (a) Trammer's Test, — To 5 c.c. of sugar solution in a 

test-tube add one-half its volume of KOH or NaOH. Mix 
thoroi^hly and add, drop by drop, a zrry dilute solution of 
cupric sulphate. Continue the addition until there is a slight 
permanent precipitate of cupric hydroxide and in consequence 
the solution is slightly turbid. I leat, and the cupric hydroxide 
is reduced to yellow cuprous hydroxide or to brownish-red 
cuprous oxide. If the solution of cupric sulphate used is tCK) 
strong a small brownish-red precipitate produced in a weak 
sugar solution may be entirely masked. On the other hand, 
particularly in testing for sugar in the urine, if too little 
cupric sulphate is used a light-colored precipitate formed by 
uric acid and purin bases may obscure the brownish-red pre- 
cipitate of cuprous oxide. The action of KOH or NaOH 
in the presence of an excess of sugar and insufficient copper. '^[^ 
will produce a brownish color. Phosphates of the alkaline 
earths may also be precipitated in the alkaline solution and 
be mistaken for cuprous hydroxide. Trommer's test is not 
very satisfactory. 
y (b) Fehling's Test, — To about t c.c. of Fehling's solution^ 

* Fehling's solution is composed of two definite solutions — a cupric 
sulphate solution and an alkaline tartrate solution, which mav be prepared 
as follows: 

Cupric sulphate solution = 34.64 grams of cupric sulphate dissolved in 
water and made up to 500 c.c. 

Alkaline tartrate solution = 125 grams of potassium hydroxide and 
173 grams of Rochelle salt dissolved in water and made up to 500 c.c. 

These solutions should be preserved separately in rubber- stoppered bot- 
tles and mixed in equal volumes when needed for use This is done to 
prevent deterioration. 
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in a test-tube add about 4 c.c. of water, and boil. This is 
done to determine whether the solution will of itself cause the 
fonnation of a precipitate of brownish-red cuprous oxide. If 
such a precipitate forms, the Fehling's solution must not be 
used. Add sugar solution to the warm Fehling's solution a 
few drops at a time and beat the mixture after each addition. 
Tlie production of yellow cuprous hydro,\ide or brownish-red 
cuprous oxide indicates that reduction has taken place. The 
yellow precipitate is more likely to occur if the sugar solution 
is added rapidly and in large amount, wliereas with a less 
rapid addition of smaller amounts of sugar solution the 
brownish-red precipitate is generally formed. 

This is a much more satisfactory test than Trommer's, but 
even this test is not entirely reliable when used to detect sugar 
in the urine. Such bodies as conjugate glycuronales, uric 
acid, micl co-pro teid and lioinogL-ntisic acid when present in 
sufficient amount may produce a result similar to that pro- 
duced by sugar. Phosphates of the alkaline earths may be 
precipitated by the alkah of the Fehling's solution and in 
appearance may be mistaken for cuprous hydroxide. Cupric 
hydroxide may also be reduced to cuprous oxide and this in 
turn lie dissolved by crcatinin, a normal urinary constituent. 
This will give the urine under examination a greenish tinge 
and may obscure tlie sugar reaction even when a considerable 
amount of sugar is present, 

(c) Boettger's Test. — To 5 c.c. of sugar solution in a test- 
tube add I c.c. of KOH or NaOH and a very small amount 
of bismuth subnitrate, and boil. The solution will gradually 
darken and finally assume a Mack color due to reduced bis- 
muth. If the test is made on urine containing albumin this 
must be removed, by boiling and filtering, before applying the 
test, since with albumin a similar change of color is produced 
(bismuth sulphide), 

(d) Nylander's Test (Ahuen's Test).— To 5 c,c, of sugar 
solution in a test-tqbe add one-tenth its volume of Nylander's 
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reagent' and boil two or tliree minutes. Tlie solution will 
darken if re<Uicing sngar is jireseiU and upon standing for a 
few moments a black cnlor will apjjear. This color is due to 
the precipilatinii of bismuth. If the test is made on urine 
containing albumin this nnist l>e remo\'ed, by boiling and 
filtering, before applying the test. It is claimed by Becliold 
that Nylander's ami Boettger's tests give a negative reaction 
with solutions containing sugar when mercuric chloride or 
chloroform is present, a claim which Zeidtitz has very recently 
shown to he incorrect. 

A positive Nylander or Boettger test is probably due to the 
following reactions: 
(a) Bi(0H),,N03+K0H=bi(0H),+KN0,. 
(h) ;»Bi(0H)3 — 30 = Bi, + 3HA 

Pic. 2. lo. Fermentation Test. — " R\ib 

^_^ up " in a miirtar about 20 ex. of 

the sugar solution with a small 
piece of compressed yeast. Transfer 
the mixture to a saccharometer 
(shown in Fig. 2) and stand it aside 
m a warm place for about twelve 
hours. If the sugar is fermentable. 
alcdboiic fermentation will occur and 
carbon dioxide will collect as a gas 
ill the upper portion of the tube. 
On the completion of fermentation 
introduce a little potassium hydrox- 
ide solution into the graduated por- 
tion by means of a bent pipette, 
place the thumb tightly over the 
opening in the apparatus and invert 
the saccharometer. Explain the re- 
sult. 
' Nylander's reagent is prepared by digesiing 2 grams gf bismulh sub- 
nitrate and 4 grams of Rochelle salt in 100 c.c. of a 10 per ceni potas- 
sium hydroxide solution. The reagent is then cooled and fihercd. 
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II. Barfoed's Test. — To 2-3 c.c. of Barfoed's solution' in 
a test-tube add a few drops of dextrose solution, and boil. 
Allow to stand a few moments and examine. Observe the 
red precipitate. What is it? 

12._ Formation of Caramel. — Gently heat a small amount 
of pulverized dextrose in a test-tube, -\fter the sugar has 
melted and turned brown, allow tlie tube to cool, add water 
and warm. The coloring matter produced is known as 
caramel. 

13. Demonstration of Optical Activity. — A demonstra- 
tion of the use of the polariscope. by the instructor, each stu- 
dent being required to take readings and compute the "spe- 
cific rotation." 

Use of the Polariscope. 
For a detailed description of the different forms of polari- 
scopcs, the method of manipulation and the principles in- 
volved the student is referred to any standard text-book of 
physics, A brief description follows: An ordinary ray of 
I light vibrates in every direction. If such a ray is caused to 
I pass through a " polarizing " Nicol prism it is resolved into 
livo rays, one of which vibrates in every direction as before 
I and a second ray which vibrates in one plane only. This latter 
, ray is said to be polarized. Many organic substances (sugars, 
proteids, etc. ) have the power of twisting or rotating this plane 
of polarized light, the extent to which the plane is rotated 
depending upon the number of molecules which the polarized 
light passes. Substances which possess this power are said to 
I be " optically active." The specific rotaiioti of a substance 
is the rotation expressed in degrees which is afforded by one 
gram of substance dissolved in i c.c. of water in a tube one 
decimeter in length. The specific rotation, (a)„, may be 
Lcalculated by means of the following formula, 

'Barfoed's solution is prepared as follows: Dissolve 4 grams of copper 
state in loa c.c. of water and acidify with acetic acid. 
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in which 

D ^= sodium hght. 

a =:^ observed rotation in degrees. 

/i^grams of siihstaiice dissolved in l c.c. of liquid. 

I = length of the tube in decimeters. 
If the specific rotation has been determined and it is desired 
to ascertain the per cent of the substance in solution, this 
may be obtained by the use of the following formula, 



The value of p multiplied by lOO will be the percentage of the 
substance in solution. 

An instrument by means of which the extent of the rota- 
tion may be determined is called a polariscopc or palarimefcr. 
Such an instalment designed especially for the examination 
of sugar solutions is termed a saccliariiiictcr or polarhiiig site- 
ckarimcler. The form uf polariscnpe shown in Fig. 3. below. 




One Fobu of Laukent Poiakiscopi. 
B. Microscope for rcsding the scale; C, a vernier; , 
analyiiag Nico] priun i H, poUrizing Nicol priii 
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consists essentially of a long barrel provided with a Nicol 
prism at either end (Fig. 4, below). The solution under 
examination is contained in a tube which is placed between 
these two prisms. At the front end of the instrument is an 
adjusting eye-piece for focusing and a large recording disc 
which registers in degrees and fractions of a degree. The 
light is admitted into the far end of the instrument and is 
polarized by passing through a N'icol prism. This polarized 
ray then traverses the column of liquid within the tube men- 
tioned above and if the substance is optically active the plane 
of the polarized ray is rotated to the right or left. Bodies 
rotating the ray to the right are called dextro-rotatory and 
those rotating it to the left IcFvo-rotatory. 
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:d from Ibat of Fig. 3, p, i j.) 
:e to purify the light ; b, Ihe polarizing Nicol priim ; 
covering one-half the field and.easenrial in producii 



I Ibe liquid under examination ; 



Within the apparatus is a disc which is so arranged as to 
be without lines and uniformly light at sero. Upon placing 
the optically active substance in position, however, the plane 
of polarized light is rotated or turned and it is necessary 
to rotate the disc through a certain number of degrees in 
order to secure the normal conditions, i. e., " without lines and 
uniformly light." The difference between this reading and 
the zero is a or the observed rotation in degrees. 

Polarizing saccharimeters are also constructed by which the 
percentage of sugar in solution is determined by making an 
observation and multiplying the value of each division on a 
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horizontal sliding scale by the value of the division expressed 
in terms of dextrose. The value, in terms of dextrose, of each 
of the divisions on the scale of the Laurent saccharimeter used 
in the laboratory of physiological chemistry at the University 



Fic 5 




of Pennsylvania is 0.2051. This factor may vary according 
to the instrument. prr /-jtt 

L^VULOSE. (CH0H)3. 

I 

CO 

I 

CHjOH 

As already stated, Isevulose, sometimes called fructose or 
fruit sugar, occurs widely disseminated throughout the plant 
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kingdom in company with dextrose. Its reducing power is 
somewhat weaker than that of dextrose. Lsvulose does not 
ordinarily occur in the urine in diabetes mellitus, but has been 
found in exceptional cases. With phenylhydrazin it forms the 
same osazon as dextrose. With methylphenylhydrazin, \svu- 
lose forms a characteristic lEvulose-methylphenylosazon. 

(For a further discussion of laevulose see the section on 
Hexoses, p. 3.) 

Experiments on L^ffivuLosE. 

1. SehwanofF's Reaction. — If a solution of resorcin in 
dilute HCl (i vol. concentrated HCl to 2 vols. HjO). be 
warmed with Ijevulose the liquid will become red and a pre- 
cipitate will separate. The precipitate may be dissolved in 
alcohol to which it will impart a striking red color. 

2. Phenylhydrazin Test.— Make the test according to di- 
rections under Dextrose. 3 or 4, pages 5 and 6. 

CH,OH 

I 

GALACTOSE, (CHOH)^. 

I 

CHO 
Galactose occurs with dextrose as one of tlie products of the 
hydrolysis of lactose. It is dextro-rotatory, forms an osazon 
with phenylhydrazin and ferments slowly with yeast. 

Experiments on Galactose. 

1. Tollens' Reaction. — To 5 c.c. of hydrochloric acid, 
having a specific gravity of 1.09, add a slight excess of 
phloroglucin, the acid being kept on a boiling water-bath 
during the addition. A few cubic centimeters of galactose 
solution should now be added and the heating continued, A 
red color is produced. Compare this color with that given 
by pentoses (see page 16). 

2. Phenylhydrazin Test. — Make the test according to di- 
rections given under Dextrose, 3 or 4, pages 5 and 6. 



\ 
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Pentoses, CbH,oOb. 

In plants and more particularly in certain gums, very com- 
plex carbohydrates, called pentosans, occur. These pentosans 
through hydrolysis by acids may be transformed into pentoses. 
Pentoses do not ordinarily occur in the animal organism, but 
have been found in the urine of morphine habitues and others, 
their occurrence sometimes being a persistent condition with- 
out known cause. They are non- fermentable, have strong 
reducing power, and form osazons with phenylhydrazin. 
Pentoses are an important constituent of the dietary of her- 
bivorous animals. Glycogen is said to be formed after the 
ingestion of these sugars containing five carbon atoms. On 
distillation with strong hydrochloric acid pentoses and pen- 
tosans yield furfurol, which can be detected by its character- 
istic red reaction with aniline-acetate paper. 

CHoOH 

I 

ARABINOSE, (CH0H)8. 

I 

CHO 

Arabinose, one of the most important pentoses, may be ob- 
tained from gum arabic. plum or cherry gum by boiling for 
several hours with 1-2 per cent sulphuric acid. It is dextro- 
rotatory, forms an osazon and has reducing power. 

Experiments on Arabinose. 

I. ToUens* Reaction. — To equal volumes of arabinose 
solution and hydrochloric acid (sp.gr. 1.09) add a little phlor- 
oglucin and heat the mixture on a boiling water-bath. Galac- 
tose, laevulose, pentose or glycuronic acid will be indicated by 
the appearance of a red color. To differentiate between these 
bodies make a spectroscopic examination and look for the 
absoq)tion band between D and E given by pentoses and gly- 
curonic acid. Differentiate between the two latter bodies by 
the melting-points -of their osazons. • • 
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Compare the reaction with that obtained with galactose 
(page 15). 

2. Orcin Test. — Repeat i, using orcin instead of phloro- 
glucin. A succession of colors from red through reddish- 
blue to green is produced. A green precipitate is formed 
which is soluble in amyl alcohol and has absorption bands 
between C and D, 

3. Phenylhydrazin Test.^ — Make this test on the arabinose 
solution according to directions given under Dextrose, 3 or 4, 
pages 5 and 6. 

CH2OH 



XYLOSE, (CH0H)3. 

I 

CHO \,7 

Xylose, or wood sugar, is obtained by boiling wood gums 
with dilute acids as explained under Arabinose, page 16. It 
is dextro-rotatory and forms an osazon. 

Experiments on Xylose. 
1-3. Same as for arabinose (see page 16). 

■ 

RHAMNOSE, CcHjaOg. 

Rhamnose or methyl-pentose is an example of a true carbo- 
hydrate which does not have the H and O atoms present in the 
proportion to form water. Its formula is CeHigOg. It has 
been found that rhamnose when ingested by rabbits or hens 
has a positive influence upon the formation of glycogen in 
those organisms. 

DISACCHARIDES, CijHsaOn. 

The disaccharides as a class may be divided into two rather 
flistinct groups. The first group would include those disac- 
charides which are found in nature as such, e. g., saccharose 
and lactose, and the second group would include those disac- 

3 
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charides formed in the hydrolysis of more complex carbohy- 
drates, c g.. fnaltosc and iso-maltosc. 

The disaccharides have the general formula CijHjjOi,. to 
which, in the process of hydrolysis, a molecule of water is 
added causing the single disaccharide molecule to split into 
two monosaccharide (hexose) molecules. 

All of the more common disaccharides except saccharose 
have the power of reducing certain metallic oxides in alkaline 
solution, notably those of copper and bismuth. This reducing 
power is due to the presence of the aldehyde group { — CHO) 
in the sugar molecule. " i > 

MALTOSE, CijHmO,,. 

Maltose or malt sugar is formed in the hydrolysis of 
starch through the action of a ferment, diastase, containetl in 
sprouting barley or malt. Certain enzymes in the saliva and 
in the pancreatic juice may also cause a similar hydrolysis. 
Maltose is also an intermediate product of the action of dilute 
mineral acids upon starch. It is strongly dextro-rotatory, re- 
duces metallic oxides in alkaline solution and is fermentable 
by yeast after being inverted (see Polysaccharides, page Ji) 
by the enzyme maltase of the yeast. In common with the 
other disaccharides, maltose may be hydrolyzed with the for- 
mation of two molecules of monosaccharide. In this instance 
the products are two molecules of dextrose. With phenylhy- 
drazin maltose forms an osazon. ntallosa~on. 

Experiments on Maltose, 
i-ii. Repeal these experiments as given under Dextrose, 
pages 4-1 1. 

ISO-MAITOSE, CisHiaOii- 

Iso-maltose, an isomeric form of maltose, is formed, along 
with maltose, by the action of diastase upon starch paste, and 
also by the action of hydrochloric acid upon dextrose. It also 
occurs with maltose as one of the products of salivary diges- 
tion. It is dextro-rotatory and with phenylhydrazin gives an 
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osazon which is characteristic. Iso-maltose is very soluble 
and reduces the oxides of bismuth and copper in alkaline solu- 
tion. Pure i^o-maltose is probably only slightly fermentable. 

LACTOSE. C„Hj,0„. \ij^:<^^^' 1 

Lactose or milk sugar occurs ordinarily only in milk, but 
has often been found in the urine of women during pregnancy 

and lactation. It may also occur in tlie urine of normal per- 5 

sons after the ingestion of unusually large amounts of lactose "^ 

in the food. It has a strong reducing power, is dextro- V 

rotatory and forms an osazon with phenylhydrazin. Upon j- 

hydrojysis lactose yields one molecule of dextrose and one / 
molecule of galactose, v^ 

In the souring of milk the bacterium lactis and certain other '^ 

micro-organisms bring about lactic acid fermentation by f 

transforming the lactose of the milk into lactic acid, ^ 



OH 

I 
C — COOH, 

I 
H 



and alcohol. This same reaction may occur in the alimentary 
canal as the result of the action of putrefactive bacteria. In 
the preparation of kephyr and koumyss the lactose of the milk 
undergoes alcoholic fermentation, through the action of fer- 
ments other than yeast, and at the same time lactic acid is 
produced. 
Lactose is ual fermentable by pure yeast. 

Experiments on Lactose, 
i-ii, Repeat these experiments as given under Dextrose, 
pages 4-11. 

SACCHAROSE, CijHjaOn- 

Saccharose, also called sucrose or cane sugar, is one of the 

most important of the sugars and occurs very extensively 



20 PHYSIOLOGICAL CHEMISTRY. 

distributed in plants, particularly in the sugar cane, sugar 
beet, sugar millet and in certain palms and maples. 

Saccharose is dextro-rotator>' and upon hydrolysis, as be- 
fore mentioned, the molecule of saccharose takes on a mole- 
cule of water and breaks down into two molecules of mono- 
saccharide. The monosaccharides formed in this instance are 
dextrose and Ixvoilose. This is the reaction : 

Saccharose. Dextrose. 



This process is called inversion and may be produced by weak 
acids, ferments and bacteria. After this inversion the pre- 
viously strongly dextro-rotatorj' solution may be laevo- 
rotatory. 

Saccharose does not reduce metallic oxides in alkaline solu- 
tion and forms no osazon with phenylhydrazin. It is not fer- 
mentable directly by yeast, but must first be im*crtcd by the 
ferment invcrtin contained in the yeast. 

Experiments ox Sacch.xrose. 

III. Ke[)eat these experiments according to the directions 
given under Dextrose, pages 4-1 1. 

12. Inversion of Saccharose. — To 2^ c.c. of saccharose 
solution in a beaker add 5 drops of concentrated HCl and boil 
one minute. Cool the solution, render alkaline with solid 
KOII and upon the resulting fluid repeat experiments 3 (or 
4) and 9 as given under Dextrose, pages 5, 6 and 7. Explain 
the results. 

13. Production of Alcohol by Fermentation. — Prepare a 
strong (10-20 per cent) solution of saccharose, add a small 
amount of tfi^g albumin or commercial peptone and introduce 
the mixture into a bottle of appropriate size. Add yeast, and 
by means of a bent tube inserted through a stopper into the 
neck of the bottle, conduct the escaping gas into water. As 
fermentation proceeds readily in a warm place the escaping 
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Fig. 6, 



gas may be collected in a eudiometer tube and examined. 
When the activity of the yeast has practically ceased, filter 

the contents of the bottle into a 
flask and distil the mixture. Catch 
the first portion of the distillate 
separately and test for alcohol by 
one of the following reactions: 

(a) Iodoform Test. — Render 
2-3 c.c. of the distillate alkaline 
with potassium hydroxide solution 
and add a few drops of iodine so- 
lution. Heat gently and note the 
formation of iodoform crystals. 
Examine these crystals under the 

microscope and compare them with those in Fig. 6, 

(b) Aldehyde Test. — Place 5 c.c. of the distillate in a test- 
tube, add a few drops of potassium dichromate solution, 
KjCrgO,, and render it acid with dilute sulphuric acid. Boil 
the acid solution and note the odor of aldehyde. 




TRISACCHARIDES, CigH^.O,.,. 

RAFFINOSE. 

This trisaccharide, also called melitose or melitriose, occurs 
in cotton seed, Australian manna and in the molasses from 
the preparation of beet sugar. It is dextro-rotatory, does not 
reduce Fehling's solution and is only partially fermentable 
by yeast. 

Raffinose may be hydrolyzed by weak acids the same as the 
polysaccharides are hydrolyzed, the products being dextrose 
and melibiose; further hydrolysis of the melibiose yields dex- 
trose and galactose. 



POLYSACCHARIDES, (C^K.^O^)^. 

In general the polysaccharides are amorphous bodies, a few, 

however, are crystallizable. Through the action of certain 
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enzymes or weak acids the polysaccliarides may be hydrolyzed 
with the formation of monosacciiarides. As a class the poly- 
saccharides are quite insoluble and are non- fermentable until 
inverted. By inversion is meant the hydrolysis of disaccharide 

or polysaccharide sugars to form monosaccharides, as indi- 
cated in the following equations: 



(b) 









2(CflH,A)- 



STAHCH, (CoHjoOj),. 

Starch is widely distributed throughout the vegetable king- 
dom, occurring in grains, fruits and tubers. It occurs in 
granular form, the microscopical appearance being typical for 
each individual starch. The granules, which differ in size 
according to tlie source, are composed of alternating concen- 
tric rings of gramilose and cellulose. Ordinary starch is in- 
soluble in cold water, but if boiled with water the cell walls are 
ruptured and slarch paste results. 

Starch is acted upon by diastatic enzymes, r. g., piyalm and. 
amylopsin. with the formation of soluble starch, erythro- 
dexirin, achroo-dcxtrin, malto-dextrin, maltose, iso-maltose 
and dextrose (see Salivary Digestion, page 34). Maltose is 
the principal end-product of this enzyme action. Upon boil- 
ing a starch solution with a dilute mineral acid a series of 
similar bodies is formed, but under these conditions dextrose 
is the principal end-product. 

Experiments on Starch. 
I, Preparation of Potato Starch. — Pare a raw potato, 
commiTUite it upon a fine grater, mix with water, and " whip 
up" the pulped material vigorously before straining it through 
cheese cloth or gauze to remove the coarse particles. The 
starch rapidly settles to the bottom and can be washed by re- 
peated decantation. Allow the compact mass of starch to 
drain thoroughly and spread it out on a watch glass to dry in 
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the air. If so desired this prcparalioii may be used in the ex- 
periments which follow. 

2, Microscopical Examination. — Examine microscopic- 
ally the granules of the various starches submitted and compare 
them with those .shown in I'igs. 7-17. page 23. 
k^ 3. Solubility. — Try the solubility of one fonn of starch in 

each of the ordinary solvents (see page 4). If uncertain 
regarding the solubility in any reagent, filter and test the fil- 
trate with iodine solution as given under 5 below. The pro- 
duction of a blue color would indicate that the starch had been 
dissolved by the solvent. 
t/ 4. Iodine Test. — Place a few granules of starch in one of 
the depressions of a porcelain test-tablet and treat with a drop 
of a dilute solution of iodine in potassium iodide. The gran- 
ules are colored blue due to the formation of so-called iodide 
of starch. The cellulose of the granule is not stained as may 
be seen by examining microscopically. 
/ 5. Iodine Test on Starch Paste. — Repeat the iodine te>t 

using the starch paste. Place 2-3 c.c. of starch paste' in a 
test-tube, add a drop of the dilute iodine solution and observe 
the production of a blue color. Heat the tube and note the 
disappearance of the color. It reappears on cooling. 

In similar tests note the influence of alcohol and of alkali 
upon the so-called iodide of starch. 

The composition of the iodide of starch is not delinil 
known, 
/^ 6. Fehling's Test^On starch ]iaste (see page 8). 
, 7. Hydrolysis of Starch. — Plaoe- about 25 c.c. of starch 
paste in a small beaker, add 10 drops of concentrated HCl, and 
boil. By means of a small pipette, at the end of each minute, 
remove a drop of the solution to the test-tablet and make 

' Preparation of Starch Paitc. — Grind 2 grams of starch powder in a 
morlar with a small amounl of cold water. Bring 300 c.c. of water to the 
boiling-point and add the starch mixlnre from the mortar with continuous 
stirring. Bring again to the boiling-point and allow it to cool. This makes 
an approximate i per cent starch paste which is a very satisfactory 
strength for general use. 
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the regular iodine test. As the testing proceeds tlie blue 
color should gradually fade and finally disappear. At this 
point, after cooling and neutralizing with solid KOH, Fehl- 
ing's test [see p. 81 should give a positive result due to the 
fonnation of a rechiclng sugar from the starch. Make the 
phenylhydrazin test upon some of the hydrolyzed starch. Try 
also Barfoed's test ( see p. 1 1 ) . What sugar has been formed ? 
Influence of Tannic Acid. — Add an excess of tannic 
acid solution to a small amount of starch paste in a test-tube. 
The liquid will become strongly opaque and ordinarily a yel- 
lowish-while precipitate is proiluced. Compare this result 
with the result of the similar experiment on dextrin (p. 28). 
9. DifEusibility of Starch Paste.^Test the difFusibility of 
starch paste through animal membrane or parchment paper, 
making a dialyzer like one of the models shown in Fig. i, 
page 6. 

INDLIN. (CeH,oOB)x 

Inulin is a polysaccharide which may be obtained as a 
white, odorless, tasteless powder from the tubers of the arti- 
choke, elecampane or dahlia. It has also been prepared from 
the roots of chicory, dandelion and bunjbck. It is very slightly 
soluble in cold water and quite easily sJMuble in hot water. In 
cold alcohol of Co per cent or over it'is practically insoluble. 
Inulin gives a negative reaction with iodine solution. The 
" yellow " color reaction with iodine mentioned in many books 
is doubtless merely the normal color of the iodine solution. 
It is very difficult to prepare inulin which does not reduce 
Fehling's solution slightly. This reducing power may be due 
to an impurity. Practically all commercial preparations of 

I inulin possess considerable reducing power. 

Inulin is laevo-rotatory and upon hydrolysis by acids or by 

I the enzyme inulase it yields the monosaccharide iKvulose 
which readily reduces Fehling's solution. The ordinary 

i amylolytic enzymes occurring in the animal body do not digest 

I inulin. 
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EXPERIMENTS ON InULIN. 

t. Solubility. — Try the solubility of inulin powder in e 
of the ordinary solvents. If uncertain regarding the sohi- 
bility in any reagent, filter and neutralize the filtrate if it is 
alkaline in reaction. Add a drop of concentrated hydrochloric 
acid to the filtrate and boil it for one minute. Render the 
solution neutral or slightly alkaline with solid KOH and try 
Fehling's lest. What is the significance of a positive Fehling's 
test in tliis connection? 

2. Iodine Test — (a) Place 2-3 c.c. of the inulin solution 
in a test-tnhe and add a drop of dilute iodine solution. What 
do you observe? 

(h) Place a small amount of inulin powder in one of the 
depressions of a test-tablet and add a drop of dilute iodine 
solution. Is the effect any different from that observed above? 

3. Molisch's Reaction. — Repeat this test according to di- 
rections given under Dextrose, 2, page 4. 

4. Fehling's Test. — Make this test on the inulin solution 
according to the instructions given under Dextrose, page 8. 
Is there any reduction?* 

5. Hydrolysis of Inulin. — Place 5 c.c. of inulin solution 
in a test-tube, add a drop of concentrated liydrochloric acid 
and boil it for one minute. Now cool the solution, neutralize 
it with concentrated KOH and test the reducing action of 7 
c.c. of the solution upon i c.c. of diluted (1:4) h'ehling's 
solution. Explain the result.^ 

GLYCOGEN, (CnH,oOs)x. 

(For discussion and experiments see Muscular Tissue, 
page 206.) 

' Sec the disoiasion of ihe properties of itiuliii, page 25. 
'It the inulin solution gave a positive Fehling test in the last experi- 
ment it will be netessary to dicck the hydrolysis experiment as follows: 
To S c.c. of the inulin solution in a test-tube add one drop of concentrated 
hydrochloric acid, neutralize with concentrated KOH solution and test 
the reducing action of 1 c.c. of the resulting solution upon 1 c.c. of diluted 
(1:4) Fehling's solution. This will show the normal reducing power 
of the inulin solution. In case the inulin was hydroly/ed, the Fehling"! 
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LICHEMIK, fCaH,oOB)x. 

Lichenin may be obtained from Cetraria istandica ( Iceland 
moss). It forms a difficultly soluble jelly in cold water and 
an opalescent solution in hot water. It is optically inactive 
apd gives no color with iodine. Upon hydrolysis with dihrte 
mineral acids lichenin yields dextrins and dextrose. It is said 
lo be most nearly related chemically to starch. Saliva, pan- 
creatic juice, malt diastase and gastric juice have no noticeably 
action on lichenin. 



DEXTRIN, (CbHioOs)^. 

The dextrins are the bodies formed midway in the stages of 
the hydrolysis of starch by weak acids or an enzyme. They 
are amorphous bodies which are easily soluble in water, acids 
and alkalis but are insoluble in alcohol or ether. Dextrins are 
dextro-rotatory and are not fermentable by yeast. 

The dextrins may be hydrolyzed by dilute acids to form dex- 
trose. With iodine one form of dextrin (erythro-dextrin) 
gives a red color. Their power to reduce Fehling's solution 
is cjuestioned. 

Experiments on Dextrin. 

1. Solubility. — Test the solubility of pulverized dextrin in 
the ordinary solvents (see page 4). 

2. Iodine Test. — Place a drop of dextrin solution in one 
of the depressions of the test-tablet and add a drop of a dilute 
solution of iodine in potassium iodide. A red color results. 
If the reaction is not sufficiently pronounced make a stronger 
solution from the pulverized dextrin and repeat the test. The 
solution should be slightly acid to secure the best results. 

3. Fehling's Test. — See if the dextrin solution will reduce 
Fehling's solution. 

4. Hydrolysis of Dextrin. — Take 25 c.c. of dextrin solu- 
tion in a small beaker, add 5 drops of dilute HCl, and boil. 

: experiment should show a more pronounced reduction 
ti the check experiment. 
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By means of a small pipette, at the end of each minute, remove 
a drop of the solution to one of the depressions of the test- 
tablet and make the iodine test. The power of tlie solution J 
to produce a color with iodine should rapidly disappear.! 
When a negative reaction is obtained cool the solution andfl 
neutralize it with solid KOH. Try Fehling's test (see pagi 
8). This reaction is now strongly positive, due to the forma*! 
tion of a reducing sugar. Determine the nature of the sugars 
by means of the phenylhydrazin test (see pages 5 and 6). 

5. Influence of Tannic Acid. — Add an excess of tannic 1 
acid solution to a small amount of de.xtrin solution in a test- 
lube. No precipitate forms. This result differs from the 
result of the similar experiment upon starch {see Starch, 8, 
page ^3)- 

6. Diffusibility of Dextrin. — (See Starch, 9. page 25.) 

7. Precipitation by Alcohol. — To about 50 c.c. of 95 per^ 
cent alcohol in a small beaker add about 10 c.c. of a fo«cfti-l 
trated dextrin solution. Dextrin is thrown out of solution as J 
a gummy white precipitate. Compare tlie result with that ob-J 
tained under Dextrose, 5. page 6. 

CELLDLOSE, (CeHioOo)^. 

This complex polysaccharide forms a large portion of the! 
cell wall of plants. It is extremely insoluble and its moleculal 
is much more complex than the starch molecule. The 1 
quality of filter paper and the ordinary absorbent cotton arCl 
good types of cellulose. 

Experiments on Cellulose. 

1. Solubility. — Test the solubility of cellulose in the ordi- ] 
nary solvents (see page 4). 

2. Iodine Test. — Add a drop of dilute iodine solution to a I 
few shreds of cotton on a test-tablet. Cellulose differs from] 
starch and dextrin in giving ho color with iodine. 

3. Formation of Amyloid.' — Add 10 c.c. of dilute and 5 j 

'This body derives its name from amytum (starch) and is not to be | 
confounded with omyioiil, the gluco'proteid (page 63). 
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c.c. of concentrated HjSO« to some absorbent cotton in a 
test-tube. When entirely dissolved (without heating) pour 
one-balf of the solution into another test-tube, cool it and 
dilute with water. Amyloid fonns as a gummy precipitate 
and gives a brown or blue coloration with iodine. 

After allowing the second portion of the acid solution of 
cotton to stand about lo minutes dilute it with water in a 
small beaker and boil for 15-30 minutes. Now cool, neutral- 
ize with solid KOH and test with Fehling's solution. Dex- 
trose has been formed from the cellulose by the action of 
the acid. 

4. Schweitzer's Solubility Test.^Heat some absorbent 
cotton in a test-tube with Schweitzer's reagent.' When com 
pletely dis.=;olved acidify the solution with acetic acid, An 
amorphous precipitate of cellulose is produced. Schweitzer's 
reagent is the only solvent for cellulose. 

REVIEW OF CARBOHYDRATES. 

In order to facilitate the student's review of the carbo- 
hydrates, the preparation of a chart similar to the appended 

UODEL CHAST FOR BEVIKW PURPOSES. 
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' Schweitzer'^ reafient is made by adding potassium hydrojcide ti 
solution of ciipric sulphate which contains some ammonitim chloride. 



L precipitate of cupric hydroxide forms and ihis 
I brought into solution in 20 per c 
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model is recommended. The signs' + and — may be con- 
veniently used to indicate positive and negative reaction. 
Only those carbohydrates which arc of greatest importance 
from the standpoint of physiological chemistry have been in- 
cluded in the chart. 

" Unknown " Solutions of Carbohydrates. 

At this point the student will be given several " unknown " 
solutions, each solution containing one or more of the carbohy- 
drates studied. He will be required to detect, by means of the 
tests on the preceding pages, each carbohydrate constituent of 
the several " unknown " solutions and hand in, to the instruc- 
tor, a written report of his findings, on slips furnished by the 
laboratory. 

The scheme given on page 31 may be of use in this con- 
nection. 
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CHAPTER II. 
SALIVARY DIGESTION. 

The saliva is secreted by three pairs of glands, the siil> 
maxillary, sublingual and parotid, reinforced by numerous 
small glands called buccal glands. The saliva secreted by 
each pair of glands possesses certain definite characteristics 
peculiar to itself. For instance, in man, the parotid glands 
ordinarily secrete a thin, watery fluid, the submaxillary glands 
secrete a somewhat thicker fluid containing mucin, while the 
product of the sublingual glands has a more mucilaginous 
character. The saliva as collected from the mouth is the com- 
bined product of all the glands mentioned. 

The saliva may be induced to flow by many forms of stimuli, 
such as chemical, mechanical, electrical, thermal and psychical, 
the nature and amount of the secretion depending, to a limited 
degree, upon the particular class of stimuli employed as well 
as upon the character of the individual stimulus. For example, 
in experiments upon dogs it has been found that the mechanical 
stimulus afforded by dropping several pebbles into the animal's 
mouth caused the flow of but one or two drops of saliva, 
whereas the mechanical stimulus afforded by sand in the mouth 
induced a copious flow of a thin watery fluid. Again, when 
ice-water or snow was placed in the animal's mouth no saliva 
was seen, while an acid or anything possessing a bitter taste, 
which the dog wislied to reject, caused a free flow of the thin 
saliva. On the other hand, when articles of food were placed 
in the dog's mouth the animal secreted a thicker saliva hav- 
ing a higher mucin content — a fluid which would lubricate 
the food and assist in the passage of the bolus through the 
oesophagus. It was further found that by simply drawing the 
attention of the animal to any of the substances named above. 
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results were obtained similar to those secured when the sub- 
stances were actually placed in the animal's mouth. For ex- 
ample, when a pretense was made of throwing sand into the 
dog's mouth, a watery saliva was secreted, whereas food under 
the same conditions excited a thicker and more slimy secretion. 
The exhibition of dry food, in which the dog had no particular 
interest (dry bread) caused the secretion of a large amount 
of saliva, while the presentation of moist food, which was 
eagerly desired by the animal, called forth a much smaller 
secretion. These experiments show it to be rather difficult to 
differentiate between the influence of physiological and psy- 
chical stimuli. 

The amount of saliva secreted by an adult in 24 hours has 
been variously placed, as the result of experiment and obser- 
vation, between 1000 and 1500 cc, the exact amount de- 
pending, among other conditions, upon the character of the 
food. 

The saliva ordinarily has a weak, alkaline reaction to 
litmus, but becomes acid 2-3 hours after a meal or during 
fasting. The alkalinity is due principally to di-sodium hy- 
drogen phosphate (Na2HP04) and its average alkahnity may 
be said to lie equivalent to 0.08 — -o.T per cent sodium carbo- 
nate. The saliva is the most dilute of all the digestive fluids, 
having an average specific gravity of 1.005 ^"<^ containing only 
0.5 per cent of solid matter. Among the solids are found al- 
bumin, globulin, mucin, urea, the enzyme ptyalin, phosphates 
and other inorganic constituents. Potassium sulphocyanide, 
KSCN, is also generally present in the saliva. It has been 
claimed that this substance is present in greatest amount in 
the saliva of habitual smokers. The significance of sulpho- 
cyanide in the saliva is not known : it may come from the 
breaking down of proteid. 

The so-called tartar formation on the teeth is composed al- 
most entirely of calcium phosphate with some calcium carbo- 
nate, mucin, epithelial cells and organic debris derived from 
the food. The calcium salts are held in solution as acid salts, 
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and are probably precipitated by the ammonia of the breath. 
The various organic substances just mentioned are carriedj 
down in the precipitation of the calcium salts. 

The saliva contains an ciisyvic known as plyalin. This in 
an amylolylic enzyme, so-called because it possesses the prop- 
erty of transforming complex carbohydrates such as stare 
and dextrin into simpler bodies. The so-called ferments wer 
formerly divided into two general groups, ( i) true ffrnientt(\ 
or so-called organized ferments such as yeast and certain bac- 
teria, which were supposed to act by virtue of vital processes;] 
and (2) ensymcs such as ptyalin, which are non-living, i 
organized bodies of a chemical nature. Recently this distinc-| 
tion between true ferments and enzymes ha.s been proven t 
be incorrect since it has lieen shown that certain of the bodies] 
formerly supposed to derive their ferment activity by virtue ofi 
their vital processes in reality secrete certain definite enzymefl 
which are solely responsible for their ferment activity. In t 
sense is it a vital process since the fennent activity is entirely 
independent of the vital processes of the cell. We may defitu 
an enzyme as art unorganised, soluble ferment which is elabor^M 
ated by ati animal or vegetable cell and whose acti-Aty is ^ihI 
tirely independent of any of the life processes of such a cell. 

The more important enzymes may be classified, accordinj 
to the character of their action, as follows: (i) amylolytteM 
(starch transforming), (2) proteolytic (proteid transforr 
'ng)> (3) adipolytic or lipolytic (fat splitting), (4) inverting, 
(possesses inverting power), (5) oxidative (possesses oxidiz-j 
ing power), and (6) proteid coagulating. 

The action of ptyalin is one of hydrolysis and through thiifl 
action a series of simpler bodies are formed from the complcj 
starch. The first product of the action of the ptyalin of thi 
saliva upon starch paste is soluble starch (amiduHn) and itsfl 
formation is indicated by the disappearance of the opalescence! 
of the starch solution. This body resembles true starch i 
giving a blue color with iodine. Next follows the formation^ 
in succession, of 3 series of dextrins, called erythro-dexIrinA 
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achroo-dextrin and malto-dextrin, the erythro-dexirin being 
formed directly from the soluble starch and later being itself 
transformed into achroo-dcxtriii from which in turn is pro- 
duced lualto-dcxtriv. Accompanying each dextrin a small 
amount of maltose is formed, the quantity of maltose growing 
gradually larger as the process of transformation progresses. 
Erj-thro-dextrin give; a red color with iodine, the other dex- 
trins give no color. The next stage is the transformation of 
the malto-dextrin into maltose the latter being the principal 
end-product of the salivary digestion of starch. At this point 
small amounts of iso-maltosc and dextrose are formed from 
the maltose, the dextrose being produced through the action 
of the enzyme maltasc. 

F'tyalin acts in alkaline or netUral solutions. It will aiso act 
in the presence of relatively strong combined HCl (see page 
84). whereas a trace (0.003 per cent to 0.006 per cent) ui 
ordinary free hydrochloric acid will not only prevent the ac- 
tion but will destroy the enzyme. By sufficiently increasing the 
alkalinity of the saliva the action of the ptyalin is inhibited. 
It has recently been shown, by Cannon, to be strongly prohable 
that salivary digestion may proceed for a considerable period 
after the food reaches the stomach, owing to the slowness 
with which the contents are thoroughly mixed with the acid 
gastric juice and the consequent tardy destruction of the 
enzyme. 

Microscopical examination of the saliva reveals salivary 
corpuscles, bacteria, food debris, epithelial cells, mucus and 
fungi. In certain pathological conditions of the month, pus 
cells and blood corpuscles may be found in the saliva. 

EXI'ERIMRNTS ON SaLIVA, 

A satisfactory method of obtaining the saliva necessary for 
tlie experiments which follow is to chew a small piece of pure 
paraffin wax thus stimulating the flow of the secretion, which 
may be collected in a small beaker, Filtered saliva is to be 
used in every experiment except for the microscopical ex- 
amination. 
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1. Microscopical Examination. — Examine a drop of un-l 
filtered saliva niicnj^-opically and compare with Fig, iSbelow.T 

2. Reaction. — Test the reaction lo litmus. 




3. Specific Gravity. — Partially fill a urinometer cylinderj 
with saliva, introduce the urinometer (see Fig, 83. page ajz),,! 
and observe the reading. 

4. Test for Mucin, — To a small amount of saliva in a test- ' 
tube add 1-2 drops of dilute acetic acid. Mucin is precipitated. I 

5. Biuret Test.' — Render a little saliva alkaline with an I 
equal volume of KOH and add a few drops of a very dUute A 
(2-5 drops in a test-tube of water) cupric sulphate solution. 
The formation of a purplish-violet color is due to mucin. 

6. Millon's Reaction,^— .\tld a few drops of Millon's 
agent to a little saliva. \ light yellow precipitate formed by-j 
the mucin gradually turns red upon being gently heated. 

7. Preparation of Mucin. — Pour 15 c.c. of saliva into 100 j 
c.c. of 95 per cent alcohol, stirring constantly. Cover the | 
vessel and allow the precipitate to stand at least 12 hours. 
Pour off the supernatant liquid, collect the precipitate on a j 
filter and wash it. in turn, with alcohol and ether. Finally dry 1 
the precipitate, remo\e it from the paper and make the follow J 
ing tests on the mucin: (a) Test its solubility in the ordinaryJ 

~ ~ s pointed out fm page 45, 

? poinleil out on page 44. 
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solvents (see page 4), (b) Millon's reaction, (c) dissolve 
a small amount in KOH, and try the biuret test on the solution, 
(d) boil the remainder, with 10-25 '^■<^- °^ water to which 5 
c.c. of dilute HCl has been added, until the solution becomes 
brownish. Coot, render alkaline with solid KOH, and lest by 
Fehling's solution, A reduction should take p!ace. Mucin 
is what is known as a compound proteid or glucoproteid (see 
p. 61 ) and upon Ixiiling with the acid the carlx)hydrate group 
in the molecule has been split off from the proteid portion and 
its presence is indicated by the reduction of Fehling's solution. 

8. Inorganic Matter. — Test for chlorides, phosphates, 
sulphates and calcium. For chlorides, acidify with HNO3 and 
add .\gNO3. For phosphates, acidify with HNOa, heat and 
add molybdic solution.' For sulphates, acidify with HCl and 
add BaClj and warm. For calcium, acidify with acetic acid, 
CHaCOOH. and add ammonium oxalate, (NH,)X;0,,. 

9. Filtration Experiment. — Place filter papers in two fun- 
nels, and to each add an equal quantity of starch paste (5 cc). 
Add a few drops of saliva to one lot of paste and an equivalent 
amount of water to the other. Note the progress of filtration 
in each case. Why does one solution filter more rapidly than 
the other? 

10. Test for Nitrites. — .\dd 1-2 drops of dilute HgSO^ to 
a little saliva and thoroughly stir, Now add a few drops of a 
potassium iodide solution and some starch paste. Nitrous 
acid is fonned which liberates iodine causing the formation 
of the blue iodide of starch, 

11. Sulphocyanide Tests. — (a) Ferric Chloride Test. — 
To a little saliva in a small porcelain crucible, or dish, add a 
few drops of dilute ferric chloride and acidify slightly with 
HCl. Red ferric sulphocyanide forms. To show that the red 
coloration is not due to iron phosphate add a drop of HgClj 
when colorless mercuric sulphocyanide forms, 

;, Ihe pans being by weight; 



I 



' Molybdie solulion is prepared as I 
I pan, molybdic acid. 
4 pans, aniTnoiiiiitn hydroxide (Sp. ^r, 
15 parts, iiilrit acid (Sp. gr, 1.2). 
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(b) Solera's Reaction. — This test depends upon the libera- 
tion of iodine through the action of siilphocyanide upon iodic 
acid. Moisten a strip of starch pastc-iodic acid test paper* 
with a tittle saliva. If sulphocyanide be present the test paper 
will assume a bhie color, due to the hberation of iodine and its 
subsequent formation of the so-called iodide of starch. 

12. Digestion of Starch Paste. — To 25 c.c. of starch paste 
in a small beaker, add 3 drops of saliva and stir tJioroughly. 
At intervals of a minute remove a drop of the solution to one 
of the depressions in a test-tablet and test by the iodine test. 
If the blue color with iodine still forms after 5 minutes, add 
another 5 drops of saliva. The opalescence of the starch solu- 
tion should soon disappear, indicating the formation of sol- 
uble starch which gives a blue color with iodine. This body 
should soon be transformed into crythro-dcxlrin which gives a ' 
red color with iodine and this in turn should pass into achroo- 
dextrin which gives no color with iodine. This is called the 
achromic point. When this point is reached test by Fehling's 
test to show the production of a reducing body. A body , 
formed coincidently with erythro-dextrin may yield a slight ] 
response to Fehling's test. What body is it? How long did ' 
it take for a complete transformation of the starch? 

ij. Digestion of Dry Starch. — In a test-tube shake up a 
small amount of dry starch with a little water, .^dd a few 
drops of saliva, mix well and allow to stand. After 1O-20 
minutes filter and test the filtrate by Fehling's test. What is 
the result and why? 

14. Digestion of Inulin. — To 5 c.c, of inulin solution in s 
test-tube a<id 10 drops of saliva and place the tube in the ' 
water-bath at 40° C. After one-half hour test the solution by I 
Fehling's test." Is any reducing substance present? What \ 
do you conclude regarding the salivary digestion of inulin? 

'This test paper is prepared as follows: Saturate a good quality of 4 
filter paper with 0.5 per cent starch paste containing a little iodic a 
and allow the paper to dry in the air. Cut it in strips of suitable ! 
and preserve for use. 

' If the inulin solution gives a reduction before Iwing acted upon by the , 
saliva it will be necessary to delermiue the extent of tliis original reduc- . 
tion b> means of a " check " test ( see page j6). 
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15. Influence of Temperature. — In each of four tubes 
place about 5 c.c. of starch paste. Immerse one tube in cold 
water from the faucet, keep a second at room temperature and 
place a third on the water-bath at 40"^ C. Now add to the con- 
tents of each of these three tubes two drops of saliva and shake 
well ; to the contents of the fourth tube add two drops of boiled 
saliva. Test frequently by the iodine test, using the test- 
tablet, and note in which tnbe the most rapid digestion occurs. 
Explain the results. 

16. Influence of Dilution.— Take a series of 6 test-tubes 
each containing 9 c.c. of water. Add i c.c. of saliva to tube i 
and shake thoroughly. Remove I c.c. of the solution from 
tube I to tube 2 and after mixing thoroughly remove i c.c. 
from tulw 2 to tube 3. Continue in this manner until you have 
6 saliva solutions of gradually decreasing strength. Now add 
starch paste in equal amounts to each tube, mix very thor- 
oughly and place on the water-bath at 40^ C. After 10-20 
minutes test by both the iodine and Fehling's tests. In how 
great dilution does your saliva act? 

17. Influence of Acids and Alkalis. — (a) Influence of Free 
Acid. — Prepare a scries of 6 tubes in each of which is placed 
4 c.c, of one nf the following strengths of free HCl : 0.2 per 
cent, 0.1 per cent, 0.05 per cent. 0.025 P^^" cent, 0.0125 P^"" <^^"t 
and 0.006 per cent. Now add 2 c.c. of starch paste to each 
tube and shake them thoroughly. Complete the solutions by 
adding 2 c.c. of saliva to each and repeat the shaking. The 
total acidity of this series would be as follows: o.i per cent, 
0.05 per cent, 0.025 P^"" cent, 0.0135 P^"" cent, 0.006 per cent 
and 0.003 |jer cent. Place these tnlws on the water-bath at 
40" C, for 10-20 minutes. Divide the contents of each tube 
into two parts, testing one part by the iodine test and testing 
the other, after neutralization, by Fehling's test. What do 
you find? 

(b) Influence of Combined Acid. — Repeat the first three 
experiments of the above series using combined hydrochloric 
acid (see page 84) instead of the free acid. How does the 
action of the combined aciil differ from that of the free acid? 
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(c) luHiicnce of Alkali. — Repeat the first four experiments ' 
under (a) replacing tlie HCl by 2 per cent. 1 per cent, 0.5 
per cent and 0.25 per cent NajCOa. Neutralize the alkalinity 
Iiefore trying the ioiline test (see Starch. 5, page 24). 

(d) Nature of the Action of Acid and Alkali. — Place 2 
c.c. of saliva and 2 c.c. of 0.2 per cent HCl in a test-tube and 
leave for 15 minutes. Neutralize the snlutinn. add 4 c.c. of 
starch paste and place the tube on the water-hath at 40 ° C. 
In to minutes test by the iodine and I'ehling's tests and ex- 
plain the result. Repeat the experiment replacing the 0.2 per 
cent HCl by 2 per cent NajCO^. What do you <leduce from 
these two experiments? 

iS. Influence of Metallic Salts, etc.— In each of a series 
of tubes place 4 c.c. of starch paste and J/j c.c. of one of the 
solutions named below. Shake well, add yi c.c. of saliva to 
each tube, thoroughly mix. and place on the water-bath at 
40° C. for 10-20 minutes. Show the progress of digestion 
by means of the iodine and Fehling tests. Use the following 
chemicals: Metallic salts, 10 per cent plumbic acetate. 2 per 
cent aipric sulphate, 5 per cent ferric chloride, 8 per cent 
mercuric chloride; Neutral salts, 10 per cent sodium chloride, 
3 per cent barium chloride, 10 per cent Rochelle salt. Also 
try the influence of 2 per cent carbolic acid, 95 per cent 
alcohol, and ether and chloroform. What are your con- 
clusions? 

19. Excretion of Potassium Iodide. — Ingest a small dose 
of potassium iodide (0.2 gram) contained in a gelatin cap- 
sule, quickly rinse out the mouth with water and then 
test the saliva at once for iodine. This test should be 
negative. Make additional tests for iodine at 2 minute 
intervals. The test for iodine is made as follows: Take 
I c.c. of NaNOa and i c.c. of dilute HjSO^* in a test- 
tube, add a little saliva directly from the mouth, and a small 
amount of starch paste. If convenient, the urine may also 

'Instead of Ihis mixture a few drops of KNOi possessing a yellowish 
or brownish color due to the presence of HNOi may be employed. 
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be tested. The formation of a blue color signifies that the 
potassium iodide is being excreted through the salivary glands. 
Note the length of time elapsing between the ingestion of the 
potassium iodide and the appearance of the first traces of the 
substance in the saliva. The chemical reactions taking place 
in this experiment are indicated in the following equations : 

(a) 2NaN02 +H,S04 = 2HNO2 + NagSO^. 

(b) 2KI + H2S04=2HI + K2S04. 

(c) 2HN02+2HI=l2 + 2H20 + 2NO. 

20. Qualitative Analysis of the Products of Salivary 
Digestion. — To 25 c.c. of the products of salivary digestion 
(saved from Experiment 12 or furnished by the instructor), 
add 100 c.c. of 95 per cent alcohol. Allow to stand uhtil the 
white precipitate has settled. Filter, evaporate the filtrate 
to dryness, dissolve the residue in 5-10 c.c. of water and try 
Fehling's test (page 8) and the phenylhydrazin reaction (see 
Dextrose, 3, page 5). On the dextrin precipitate try the iodine 
test (page 24). Also hydrolyze the dextrin as given under 
Dextrin, 4, page 27. 



CHAPTER III. 
PROTEIDS. 

Proteids are a gnnip of very complex organic substances, 
constituting the most imjxirtant class of food stuffs and are 
widely distributed in animal and vegetable tissues. Every 
protcid contains carbon, hydrogen, nitrogen, oxygen and sul- 
phur, and a relatively small number contain phosphorus and 
iron in addition. The percentage composition of the more 
important members of the group would fall within the fol- 
lowing limits: C (51 per cent to 55 per cent), H (6 per cent 
to 7.3 per cent), N (15 per cent to ig per cent), O (21 per 
cent to 2T^ per cent). S (0.3 per cent to 2.3 i)er cent), and P 
(0.4 per cent to 0.8 per cent zchen present) : Fe occurs only 
in traces. Ike most important element of the proteid mole- 
cule is the nitrogen. The human body needs nitrogen for the 
continuation of life, but it cannot use the nitrogen of the air 
or that in various other combinations such as we find in 
nitrites, etc. However, in the proteid molecule the nitrogen 
is present in a form which is utilizable by the body. 

Xo definite knowledge has yet l)een .secured regarding the 
constitutional formula or the molecular weight of proteid 
material. The molecular weight of cgfi^ albumin has been 
placed at about 15,000 and the fornuila for the crystallized 
product has been calculated as C23oHj,so^\,kSo078. Many im- 
portant and valuable investigations have been promoted re- 
cently on the sul)ject of the constitution of the proteid mole- 
cule and our knowledge has been largely increased. 

The proteids may l)e classified as folUnvs: 

I. SIMPLE PROTEIDS. 

I. NATIVE SIMPLE PROTEIDS. 

(a) Albumins — egg albumin, serum albumin and vege- 
table albumins, 
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(b) Globulins — seniw globulin, ovoglobuliit. edeslin and 
' other vegetable globulins. 

Phospho-proteids (nucleo-albumins) — casciiuigcn 
\ and z-itiiliii. 

1. DERIVED SIMPLE PROTEIDS. 

(a) Albuminates— rtc/i/ albuminate and alkali albuminate. 

(fc) Proteoses ( or albumoses) and peptones — proto- 
I proteose, hctcropynlcosc and deuleroprotcosc: aiiiplmpcptouc 
1 and aiitipeplunc. 

(c) Coagulated Proteids — fibrin, and llie products of heat 
I coagulation, etc. 

II. COMPOUND PROTEIDS. 

(a) Glucoproteids — mucins (from fluids and secretions) ; 

^-viucoids. <'. g., I'sxi-iiiiiin-iiid and latdoinucoid: amyloid. 
{h) Nucleo-proteids, 

(f) Haemoglobins, 

III. ALBUMINOIDS, ALBUMOIDS OR PRO- 
TEOIDS (PROTEID-LIKE BODIES). 

(a) Chondroalbumoid — isnlalcd t'roni cartilage. 

(b) Collagen— constituent of connective tissue and par- 
ticularly abundant in tendinous lissuc. 

(c) Elastin — constituent of connective tissue and particu- 
fclarly abundant in ligament. 

(d) Gelatin — product of the hydrolysis of collagen. 

(e) Keratin— forms tlie major portion of hair. hoof, horn, 
Ijetc. 

(/) Osseoalbumoid — isolated from bi>ne. 

(g) Reticulin — found in fibers of rclicnlar tissue. 

IGENERAL COLOR REACTIONS OF PROTEIDS. 

These color reactions are due to a reaction between some 
ine or more of the constituent radicals or groups of the com- 
plex proteid molecule and the chemical reagent or reagents 
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used in any given test. Not all proteids contain the same 
groups and for this reason the various color tests will yield 
reactions varying in intensity of color according to the nature 
of the groups contained in the particular proteid under ex- 
amination. Various substances not proteids respond to cer- 
tain of these color reactions and it is therefore essential to 
submit the material under examination to several tests before 
concluding definitely regarding its nature. 

TECHNIQUE OF THE COLOR REACTIONS. 

1. Millon's Reaction. — To 5 c.c. of a dilute egg albumin 
solution in a test-tube add a few drops of Millon's reagent. 
A white precipitate forms which turns red when heated. This 
test is a particularly satisfactory one for use on solid proteids, 
in which case the reagent is added directly to the solid sub- 
stance and heat applied, which causes the substance to assume 
a red color. 

The reaction is due to the presence of the hydroxy-phenyl 
group, — C(,H40H, in the proteid molecule and certain non- 
proteids such as tyrosin and phenol (carbolic acid) also re- 
spond to the reaction. The test is not a very satisfactory one 
for use in solutions containing salts, since the mercury of the 
Millon's reagent^ is thus precipitated and the reagent rendered 
inert. 

2. Xanthoproteic Reaction. — To 2-3 c.c. of egg albumin 
solution in a test-tube add concentrated HNO,.,. A white pre- 
cipitate forms, which upon heating turns yellow and finally 
dissolves, imparting to the solution a yellow color. Cool the 
solution and carefully add XH4OII in e.x'ccss. Note that the 
yellow color deepens into an orange. This reaction is due to 
the presence in the proteid molecule of the phenyl group, with 
which the nitric acid forms certain nitro modifications. The 

^ Millon's reagent consists of mercury dissolved in iiitric acid containing 
some nitrons acid. It is prepared by digesting one part (by weight) of 
mercury with two parts (by weight) of HNO3 (sp. gr. 1.42) and diluting 
the resulting solution with two volumes of water. 
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Ttest is not a satisfactory one for use in urinary examination 
I because of the color of the end-reaction. 

3. Adamkiewicz Reaction. — Thoroughly mix i volume 
of concentrated H^SO, and 2 volumes of acetic acid in a test- 

' tube, add a few drops of egg albumin solution and heat gently. 
A reddish-violet color is produced. Gelatin does not respond 
to this test. This reaction shows the presence of the trypto- 
phan group (see next experiment). The test depends upon 

L the presence of glyoxylic acid, CHO'COOH in the reagents. 

I This is shown by the failure to secure a positive reaction when 

Lacetic acid free from glyoxylic acid is used. 

4. Hopkins-Cole Reaction. — Place 1-2 c.c. of egg albumin 
Lsoiution and 3 c.c. of glyoxylic acid, CHO'COOH, solu- 
[ tion (Hopkins-Cole reagent') in a test-tube and mix tlior- 
I oughly. In a second tube place 5 c.c. of concentrated sulphuric 
[acid. Incline the tube containing the sulphuric acid and by 
|. means of a i^pette allow the albuniin-glyoxylic acid solution to 
I flow carefully down the side. When stratified in this manner 

I reddish-violet color forms at the zone of contact of the two 
I fluids. This color is due to the presence of the tryptophan 
I group. Gelatin does not respond to this test. For formula 
r for tryptophan see page 77. 

5. Biuret Test.— To 2-3 c.c. of egg albumin solution in 
I a test-tube add an equal volume of concentrated KOH solution, 

lix thoroughly, and add slowly a very dilute (2-5 drops in a 
test-tube of water) cupric sulphate solution until a purplish- 
violet or pinkish-violet color is produced. The depth of the 
color depends upon the nature of the proteid, proteoses and 
peptones giving a decided pink, while the color produced with 
gelatin is not far removed from a blue. This reaction is given 
Lby those bodies which contain two amino groups .(CONH^, 
|C(NH)NH,. CH,.NrL or CSNH,) united by a C or N atom 
■:or joined together directly, therefore certain non-proteids may 

' Hcq) kins-Cole reagent is prepared as follows: To one liter of a satu- 
rated solution of oxalic acid add 60 grams of sodium amalgam and allow 
nixture 10 stand imlil the evolution of gas ceases. Filter and dilute 
Nrith 2-3 volumes of water. 
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also ^ve a positive biuret reaction. Pn>teid material responds 
positively since there are two CONHj groups in llie proietd 
molecule. These groups are found in a sulwtance called 
biuret (see page 243) which may be forme*] by heating urea 
to 180' C. 

6. Posner's Modification of the Biuret Test. — This test 
is particularly satisfactory for use on diluli- proleid solutions, 
and is carried out as follows: To some dilute egg albu- 
min in a test-tube add one-half its volume of KOH solution. 
Now hold the tube in an inclined jiosition and allow some very 
dilute cupric sulphate solution, made as suggested on page 45 
(5). to flow down the side, being especially carefnl to prevent 
the fluids from mixing. M the juncture of ihe two solutions 
the tjiiical end-reaction of the biuret icsi should appear as a 
colored zone ( see niurct Test, page 45 ). 

7, Liebermann's Reaction. — Add about 10 ilrops of con- 
ccnlralcd egg albumin solution (or a little dry egg albumin) 
to about 5 c.c. of concentrated HCI in a test-tube. Boil until 
a pinkish-violet color results. 




PRECIPITATION REACTIONS AND OTHER 
PROTEID TESTS. 

There are three forms in which pmieids may be precipi- 
tated t. e., unaltered, as an albuminate, and as an insoluble salt. 
An instance of the. precipitation in a native or unaltered con- 
dition is seen in the so-called salting-oul experiments, Various 
salts, notably (NHJ2SO.. ZnSO^. MgSO*. Na^SO^ and 
NaCl possess the power, when added in solid form to certain 
definite proteid solutions, of rendering the menstruum inca- 
pable of holding the proteid in solution, thereby causing the 
proteid to be precipitated or salted-out to use the common 
term. Mineral acids and alcohol also precipitate proteids un- 
altered. Proteids are precipitated as atbuininafes when treated 
with certam metallic salts, and precipitated as insoluble salts 
when certain weak organic acids are added to their solutions. 
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Experiments. 

1 . Influence of Concentrated Mineral Acids, Alkalis and 
Organic Acids. — Prepare 5 test-tubes each containing 5 c.c. 
of concentrated egg albumin solution. To the first add (»n- 
centrated H-^SO^, drop by drop, until an excess of the acid has 
been added. Note any changes which may occur in the solu- 
tion. Allow the tube to stand for 24 hours and at the end of 
that period observe any aUeration which may have taken place. 
Heat the tube and note any further change which may occur. 
Repeat the experiment in the 4 remaining tubes with concen- 
trated HCl, concentrated HNOj. concentrated KOH and 
CHjCOOIi. How do strong mineral acids, strong alkalis and 
strong organic acids differ in their action toward proteid solu- 
tions ? 

2. Precipitation by Metallic Salts. — Prepare 4 tubes each 
containing 2-3 c.c. of dilute egg albumin solution. To the first 
add mercxmc chloride, drop by drop, until an excess of the re- 
agent has been added, noting any changes which may occur. 
Repeat the experiment with plumbic acelaic, argentic mtrate, 
cupric sulphate, ferric chloride and barium chloride. 

I Egg albumin is used as an antidote for lead or mercury 
poisoning. Why? 

3. Precipitation by Alkaloidal Reagents. — Prepare 6 
tubes each containing 2-t, c.c. of dilute egg albumin solution. 
To the first add picric acid drop by drop until an excess of the 
reagent has been added, noting any changes which may occur. 
Repeat the experiment with trichloracetic acid, tannic acid, 
phosphotungslic acid, phosphomolybdic acid and potassto-mer- 
curic iodide. Acidify with HCl before testing with the three 
last reagents, 

4. Heller's Ring Test. — Place 5 c.c. of concentrated 
HXO3 in a test-tube, incline the tube, and by means of a 
pipette allow the dilute albumin solution to flow slmdy down 
the side.' The liquids should stratify with the formation of 

'An apparatus called ihe albumoscope has bcMi devised for use in this 
lest and has rim with coniidi-rahlc favor. 
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a white zone of precipitated albumin at the point of juncture. 
This is a very delicate test and is further discussed on p. 290. 

5. Roberts' Ring Test. — Place 5 c.c. of Rol)erts' reagent* 
in a test-tube, incline the tube, and by means of a pipette allow 
the albumin solution to flow slowly down the side. The 
liquids should stratify with the formation of a white zone of 
precipitated albumin at the point of juncture. This test is a 
modification of Heller's rinj^ test and is rather more satisfac- 
tory. ( See page 29 1 . ) 

6. Spiegler*s Ring Test. — Place 5 c.c. of Spiegler's re- 
agent*'^ in a test-tube, incline the tube, and by means of a 
pipette allow 5 c.c. of albumin solution, acidified with acetic 
acid, to flow slowly down the side. A white zone will form 
at the point of contact. This is an exceedingly delicate test, 
in fact, too delicate for ordinary clinical purposes, since it 
serves to detect albumin when present in the merest trace 
(1:250,000). This test is further discussed on page 291. 

7. JoUes' Reaction. — Shake 3 c.c. of albumin solution with 
I c.c. of 30 i>er cent acetic acid and 4 c.c. of Jolles' reagent' 
in a test-lube. A ^I'liitc precipitate of albumin should form. 
Care should be taken to use the correct amount of acetic acid. 
For further discussion of the test see page 292. 

8. Tanret's Test. — To ^ c.c. of albumin solution in a test- 
tube add Tanret's reagent.* droj) by drop, until a turbidity or 

^ Roberts' reagent is cninposed of i volume of concentrated HNOt and 
5 volumes of a saturated st>Iuiion of MjfSO*. 

'Spiegler's reagent lias the following composition: 

Tartaric acid 20 grams. 

Mercuric chloride 40 ** 

( ilycerin 100 " 

Distilloil water 1000 

^Jolles' reagent has the following composition: 

Succinic acid 40 grams. 

Mercuric chloride JO " 

Sodium chloride 20 *' 

] )istilled w ater 1000 

* Tanret's reagent is prc[>ared as follow> : Dissolve 1.35 gram of mercuric 
chloride in J5 c.c. of water, add to this solution 3.32 grams of potassium 
iodide dissolved in 25 c.c. of water, then make the total .solution up to 60 cc 
with water and add 20 c.c. of glacial acetic acid to the combined solutions. 
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precipitate forms. This is an exceedingly delicate test. Some- 
times the allnuiiin solution is stratified upon the reagent as in 
Heller's or Roberts' Tins' tests. 

g. Sodium Chloride and Acetic Acid Test. — Mix two 
volumes of albumin solution and i volume of a saturated solu- 
tion of sodium chloride in a test-lulie, acidify with acetic acid 
and heat to boiling. The production of a cloudiness or tbe 
formation of a precipitate indicates the presence of albumin. 

ID. Acetic Acid and Potassium Ferrocyanide Test. — To 
5 c.c. of dilute egg albumin solution in a test-tube add 5—10 
drops of acetic acid. Mix well, and add potassium ferrocy- 
anide. dro(j by drop, until a precipitate forms. This test is 
very delicate. 

11. Salting-out Experiments. — (a) To 25 c.c. of egg albu- 
min solution in a small beaker add solid (NH4)jS04 to the 
point of saturation, keeping the temperature of the solution 
below 40*^ C. Filter, test the precipitate by Millon's test and 
tbe filtrate by the biuret lest. What are your conclusions? 
(&) Repeat the above experiment making the saturation with 
solid NaCl. How does this result differ from the result of 
the saturation with (NH4)jS04? Add 2-3 drops of acetic 
acid. What occurs? -■Vll proteids except peptones are preci- 
pitated by saturating their solutions with ammonium sulphate. 
Globulins are the only proteids precipitated by saturating with 
NaCl (see Globulins, page 53), unless the saturated solution is 
subsequently acidified, in which event all proteids except pep- 
tones are precipitated. 

12. Coagulation or Boiling Test. — Heat 25 c.c. of dilute 
egg albumin solulinii t(j the boiling-point in a small evaporating 
dish. The albumin coagulates. Complete coagulation may be 
obtained by acidifying the solution with 3-5 drops of acetic 
acid' at the boiling-point. Test the coagulum by Millon's 
reaction. The acid is added to neutralize any possible alka- 
linity of the solution, and to dissolve any substances which are 
not albumin (see further discussion on page 292). 

' Nitric acid is often used in place of acetic acid in this test In case 
ilric acid is used, ofdiniirily 1-2 drops is sufficient. 
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i,V Coagulation Temperature. — Pre(iare 4 test-tubes < 
containing 5 c.c. of ticulral egg albumin solution. To the fi 
add I drop of 0,2 per cent HO. to the second add i drop of 
0.5 per cent NajCOj solution, to the third add 1 drop of 10 
per cent NaCl solution and leave the fourth neuiral in re- 
action. Partly fill a beaker of medium size with water and 
place it within a second larger beaker which also contains 
water, the two vessels being separated by pieces of cork. 
Fasten the four test-tubes com- 
pactly together by means of a 
rubber band, lower Ihem into 
the water of the inner beaker 
and suspend them, by means of 
a clamp attached to one of the 
tubes, in such a manner that 
the albumin solutions shall be 
midway between the upper and 
lower surfaces of the water. In 
one of the tubes place a ther- 
mometer with its bulb entirely 
beneath the surface of the al- 
bumin solution (Fig. 19), Gently 
heat the water in the beakers, 
noting carefully any changes 
which may iiccur in the albumin 
solutions and record the exact 
temperature at which the^e 
changes occur. The first appear- 
ance of an opacity in an albumin 
solution indicates the comnience- 

^^-^ FJ^'" ^^'^^^ '^ ment of coagulation and the tem- 

( j — ^^^ « perature at which this occurs 

'- ^ should be recorded as the coagu- 

CoACLiATtoN Tk-pkbatube htwn fcmpeTaturc for that par- 
ticular albumin solution. 
I which the four solutions coagulate? 




What is the order i 
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Rqwat the experiment adding to the first tube i drop of 
acetic acid, to the second i drop of concentrated KOH solu- 
tion, to the third 2 drops of a 10 per cent NaCI soUition and 
leave the fourth neutral as before. 

What is the order of coagulation here? Why? 

14. Precipitation by Alcohol,^ Prepare 3 test-tubes each 
containing about 10 c.c. of 95 per cent alcohol. To the first add 
one drop of 0.2 per cent HO, to the second one drop of KOH 
solution and leave the third neutral in reaction. Add to each 
tube a few drops of egg albumin solution and note the results. 
What do you conclude from this experiment? Alcohol pre- 
cipitates proteids unaltered but if allowed to remain under 
alcohol the proteid is coagulated. The " fixing " of tissues 
for histological examination by means of alcohol is an illustra- 
tion of the application of this reaction. 

15. Preparation of Powdered Egg Albumin, — This may 
be prepared as follows; Ordinary egg-white finely divided by 
means of scissors or a beater is treated with 4 volumes of 
water and filtered. The filtrate is evaporated on a water-bath 
at about 50'-' C. and the residue powdered in a mortar, 

16. Tests on Powdered Egg Albumin.- — With pow<Iered 
albumin prepared as described above (by yourself or furnished 
by the instructor), try the following tests; 

(a) Solubility. 

(b) Milliin's Reaction. 

(c) Hopkiiis-Colc Reaction. — When used to detect the pres- 
ence of proteid in solid form this reaction should be conducted 
as follows; Place 5 c.c. of concentrated H^SOj in a test-tube 
and add carefully, by means of a pipette, 3-5 c.c. of Hopkins- 
Cole reagent. Introduce a small amount of the solid substance 
to be tested, agitate the tube slightly, and note that the sus- 
pended pieces assume a reddish-violet color, which is the char- 
acteristic end-reaction of the Hopkins-Cole test; later the solu- 
tion will also assume the reddish-violet color. 

(d) Composition Test. — Heat some of the powder in a test- 
tube in which is suspended a strip of moistened red Htmus 
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pai)er «in(l across tlie mouth of \vhich is placed a piece of filter 
paper moistened with plumbic acetate solution. As the powder 
is lieatcci it chars, indicating tlie presence of carbon; the fumes 
of ammonia are evolved, turning tlie red litmus paper blue and 
indicating the presence of nitrogen and hydrogen; the plumbic 
acetate paper is blackened, indicating the presence of sulphur, 
and the deposition of moisture on the side of the tube indicates 
the presence of hydrogen. 

ie) Immerse a tube containing a little ix)\vdered egg albu- 
min in boiling water for a few moments. Remove and test 
the solubility of the albumin according to the directions given 
under (a) above. It is still soluble. Why has it not been 
coagulated? Repeat the above experiments with powdered 
serum albumin and see how the results compare with those 
just obtained. 

SULPHUR IX PROTEID. 

Sulphur is believed to be present in two different forms 
in the proteid molecule. Hie first form, which is present in 
greatest amount, is that loosely combined with carbon and 
hydrogen. Sulphur in this form is variously termed unoxi- 
diced, loosely Citnibitied, ntercaf^tan and lead-blackening sul- 
phur. The second form is combined in a more stable manner 
with carbon and oxygen and is known as oxidi::ed or acid 

sulphur. 

Tksts roR Sulphur. 

1. Test for Loosely Combined Sulphur. — To equal vol- 
umes of KOII and t^^ albumin solutions in a test-tube add 
1-2 drops of plumbic acetate solution and boil the mixture. 

'j Loosely combined sulphur is indicated by a darkening of the 

1 solution, the color deepening into a black if sufficient sulphur 

■|. is present. Write the reactions for this test. 

2. Test for Total Sulphur (Loosely Combined and Oxi- 
dized). — IMace the subsU'uice to be examined (powdered egg 
albumin ) in a small porcelain crucible, add a suitable amount 
of solid fusion mixture (KOII and KXOa mixed in the pro- 
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portion 5: i) and heat carefully until a colorless mixture re-. 
suits. Cool, dissolve the cake in a little warm water and filter. 
Acidify the filtrate with ?IC1, heat it to the boiling-point and 
add a small amount of BaCU solution. A wliite precipitate 
forms if sulphur is present. What is this precipitate? 

GLOBULINS. 

Globulins are simple proteids especially predominant in the 
vegetable kingdom. They are closely related to the albumins 
and in common with them give all the ordinary proteid tests. 
Globulins differ from the albumins in being insoluble in water. 
Most globulins are precipitated from their solutions by satura- 
tion with solid sodium chloride or magnesium sulphate. As a 
class they are much less stable than the albumins, a fact shown 
by the increasing difficulty with which a globulin dissolves 
during the course of successive reprecipitations, 

We have used an albumin of animal origin (egg albumin) 
for ail the proteid tests thus far, whereas the globulin to be 
studied will be prepared from a vegetable source. There 
being no essential difference between animal and vegetable 
proteids, the vegetable globulin we shall study may be taken 
as a true type of all globulins, both animal and vegetable. 

E.SPEBIMENTS ON GlOBULIN. 

Preparation of the Globulin. — Extract 20-30 grams (a 
handful) of crushed hemp seed with a s per cent solution of 
NaCI for one-half hour at 60" C, Filter while hot through a 
paper moistened with 5 per cent NaCl solution and allow the 
filtrate to cool slaidy. The globulin is soluble in hot 5 per 
cent NaCI solution and is thus extracted from the hemp seed, 
but upon cooling this solution much of the globulin separates 
in crystalline form. This partiailar globulin is called edcstin. 
It crystallizes in several different forms, chiefly octahedra 
(see Fig. 20, page 54). (The crystalline form of cxcdsin, a 
proteid obtained from the Brazil nut, is shown in Fig. 21, page 
55. Tliis vegetable proteid crystallizes in the form of hex.- 
agonal plates.) Filter off the edestin and make the follow- 
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ing tests on the crystalline body aiid on the filtrate which i 
contains some of the extracted globulin. 

Tests on Crvstallizeh Rdestin. — (i) Microscopical i 
amhiation ( Fig. 20. l>elow), 

(2) Solubiiily. — Try Ihe sniubility in the ordinary solvt 
(see page 4). 

(3) AfHloit's Raiction. 

(4) Coagulation Test. — Place a small amount of the { 
bulin in a tube, add a little water and t>oil. Now add dilu 
HCl and note that the proteid no longer dissolves. It has b 
coagulated. 




Tests on Edestin Filtrate. — (t) InHiti-ncc of Protei 
Precipilauls. — Try a few proteid precipitanls such as nit\ 
acid, tannic acid, picric add and mercuric chloride. 

(2) Biuret Test. 

(3) Coa^itlaliait Tcsl. — Boil some of llie filtrate in a t 
tube. What happens ? 

(4) Saiuraiian with Sodium Chloride. — Saturate some or 
the filtrate with solid NaCl. How does this result differ from 
that obtained upon saturating egg albumin solution with solid 
NaCl? 
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(5) Precipitation by Dilution. — Dilute some of the filtrate 
with 10-15 vohimes of water. Why does the globulin pre- 
cipitate? 

DERIVED SIMPLE PROTEIDS. 

These bodies are obtained from native simple proteids by 
various means, c. g,, through the action of acids, alkalis, heat 
or enzymes, the method of treatment to which the native 
proteid is subjected depending upon the particular class of 
derived proteid desired. These modified bodies are classified 
as albuminates, proteoses (or albumoses), peptones and coagu- 
lated proteids. 

Albuminates. 

The albuminates are derived proteids and are produced by 
the action of acids or alkalis upon the native simple proteids, 
albumins and globulins. There are two classes of albuminates, 




EXCELSTN. THE PnOTElO O 

(Drawn from crystals furnished by Dr. 
Haven. Conn.l 



i B. Osborne, Ne« 



i. e., acid albuminate and alkali albuminate. They differ from 
the native simple proteids principally in being insoluble in 
NaCI solution and in not being coagulated except when sus- 
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pended in neutral fluids. Both forms of albuminate are pre- 
cipitated upon the neutraHzation of their solutions. They arc 
precipitated by saturation witli (XH4)oS04, and by saturation 
with NaCl also if tliev are dissolved in an acid sohition. Acid 
albuminate contains a higher percentage of nitrogen and sul- 
phur than the alkali albuminate from the same source since 
some of the nitrogen and sulphur of the original proteid is 
liberated in the formation of the latter. Because of this fact 
it is impossible to transform an alkali albuminate into an acid 
albuminate, while it is possible to reverse the process and trans- 
form the acid albuminate into the alkali modification. 

ACID ALBUmNATE. 

Preparation. — Take 25 grams of hashed lean beef, washed 
free from the major portion of blood and inorganic mattetp 
and place it in a medium-sized beaker with 100 c.c. of 0.2 per 
ll I cent HC'I. IMace it on a boiling water-bath for one-half hour, 

filter, cool and divide the filtrate into two parts. Neutralize 
the first part with dilute KOH solution, filter oflf the precipi- 
tate of acid albuminate and make the following tests: 

(i) Solubility. — Solubility in the ordinary solvents (see 
page 4). 

( j) Milloii's Reaction. 

(3) Coagulation Test. — Suspend a little of the albuminate 
in water (neutral solution) and heat to boiling for a few 
moments. Now add 1-2 drops of KOH solution to the water 
and see if the albuminate is still soluble in dilute alkali. What 

Iis the result and why? 
(4) Test for Li>i>sel\' Cotnbined Sulphur (see page 52). 

Subject the secoiul part of the solution to the following" 
tests : 

(i) Coagulation Test. — Heat some of the solution to boil- 
I ing in a test-tube. Does it coagulate? 

(2) Biuret Test. 

(3) Iniluence of Proteid Precipitants. — Try a few proteid 
precipitants such as picric acid and mercuric chloride. How 

) 

If 

■I, 

n": 

.'i 
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do the results obtained compare with those from the experi- 
ments on egg albumin? (See page 47.)- 

ALKALI ALBUMINATE. 
Preparation. — Carefully separate the white from the yolk 
of a hen's egg and place the former in an evaporating dish. 
Add concentrated KOH solution, drop by drop, stirring con- 
tinuously. The mass gradually thickens and finally assumes 
the consistency of jelly. This is solid alkali albuminate or 
" Lieberkiihn's jelly." Do not add an excess of KOH or the 
jelly will dissolve. Cut it into small pieces, place a cloth or 
wire gauze over the dish and by means of running water wash 
the pieces free from adherent alkali. Now add a small amount 
of water, which forms a weak alkaline solution with the alkali 
within the pieces, and dissolve the jelly by gentle heat. Cool 
the solution and divide it into two parts. Proceed as follows 
with the first part: Neutralize with dilute HCl. noting the odor 
of the liberated H^S. as the alkali albuminate precipitates. 
Filter off the precipitate and test as for acid alhuminate, page 
56, noting particularly the sulphur test How does this test 
compare with that given by the acid albuminate? Make tests 
on the second part of the solution the same as for acid albu- 
minate, page 56. 

Proteoses (or Albumoses) and Peptones. 

Proteoses are intermediate products in the digestion of pro- 
teids by proteolytic enzymes, as well as in the decomposition 
of proteids by hydrolysis and the putrefaction of proteids 
through the action of bacteria. Peptones are formed after 
the proteoses and are the last products of the above mentioned 
processes which still possess true proteid characteristics. In 
other words, the proteid nature of the end-products of the 
cleavage of the proteid molecule ceases with the peptones, and 
the simpler bodies formed from peptones are bodies of a dif- 
ferent type (see page 65). 

There are several proteoses (protoproteose, heteroproteose 
and deuteroproteose). and at least two peptones (amphopep- 
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tone and antipeptone), which result from proteolysis. The 
differentiation of the various proteoses and peptones at present 
in use is rather unsatisfactory. These comix)unds are classi- 
fied according to their varying solubilities, especially in 
(XH4)2S04 solutions of different strengths. The exact dif- 
ferences in composition between the various members of the 
group remains to be more accurately established. Because of 
the difficulty attending the separation of these bodies, pure 
proteose and peptone are not easy to procure. The so-called 
peptones sold commercially contain a large amount of proteose. 
As a class the proteoses and peptones are very soluble, dif- 
fusible bodies which are non-coagulable by heat. Peptones 
differ from proteoses in being more diffusible, non-precipitable 
by (NH4)2S04, and by their failure to give any reaction zvith 
potassium ferroeyanide and acetic acid, potassio-mercuric 
iodide and HCl, picric acid, and trichloracetic acid. The so- 
called primary proteoses are precipitated by HXOs and are 
the only members of the proteose-peptone group which are 
so precipitated. 

Some of the more general characteristics of the proteose- 
peptone group may be noted by making the following simple 
tests on a proteose-peptone powder : 
;; (i) Solubility, — Solubility in the ordinary solvents (see 

page 4). 

(j) MilloJi*s Reaction. 

!| Dissolve a little of the powder in water and test the solu- 

tion as follows : 

(i) Precipitation by Picric Acid, — To 5 c.c. of proteose- 
peptone solution in a test-tube add picric acid until a perma- 
nent precipitate forms. The precipitate disappears on heating 
and returns on cooling. 

(J) Precipitation by a Mineral Acid. — Try the precipita- 
tion by nitric acid. 

(3) Coagulation Test, — Heat a little proteose-peptone solu- 
tion to boiling. Does it coagulate like the other simple pro- 
teids studied? 
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SEPARATION OF PROTEOSES AHD PEPTONES. 

Place 50 c.c. of proteose-peptone solution in an evaporating 
dish or casserole, and half-saturate it with (NH,).jSOj solu- 
tion, which may be accomplished by adding an equal volume 
of saturated (NH4)2S04 solution. At this point note the 
appearance of a precipitate of the primary proteoses {proto- 
proteose and heteroproteose). Now heat the half-saturated 
solution and its suspended precipitate to boiling and saturate 
the solution with solid (NH4)2S04. At full saturation the 
secondary proteoses (deuteroproteoses) are precipitated. The 
peptones remain in solution. 

Proceed as follows with the precipitate of proteoses: Col- 
lect the sticky precipitate on a rubber-tipped stirring rod or 
remove it by means of a watch glass to a small evaporating 
dish and dissolve it in a little water. To remove the 
(NH^)2S04, which adhered to the precipitate and is now in 
solution, add BaCOj, boil, and filter off the precipitate of 
BaSOj. Concentrate the proteose solution to a small volume' 
and make the following tests: 

(i) Biuret Test. 

(2) Precipitation by HNOj- — What would a precipitate 
at this point indicate? 

(3) Precipitation by Triebloracelic Acid. — This precipitate 
dissolves on heating and returns on cooling. 

(4) Precipitation by Picric Acid. — This precipitate also 
disappears on heating and returns on cooling. 

(5) Precipitation by Potassio-mercuric Iodide and HCl. 

(6) Coagnialion Test. — Boil a little in a test-tube. Does 
it 



(7) Acetic Acid and PalassiiDn Ferrccyanide Test. 

The solution containing the peptones should be cooled and 

' It the proleoses are desired in powder form, this concentrated proteose 
solution may now Iw precipitated by alcohol, and this prccipitale, after 
being washed with absolute alcohol and wilb ether, may be dried and 
powdered. 
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filtered, and the (Xri4)2S04 in solution removed by boiling 
with IkiCO;. as descrihcd on page 39. After filtering oflF the 
I>aS()4 ])recipitate. concentrate the jjeptone filtrate to a small 
volume' and repeat the tests as j^fiven under the prote<")se solu- 
tion, paj^e 5<). In tlie hiuret test the solution should be made 
verv stDuirlv alkaline with S(tliii KOII. 

Coagulated Proteids. 

These derived proteids are produced from unaltered proteid 
materials by heal, by long standing under alcohol, or by the 
continuous movement of their solutions such as that produced 
by rapid stirring or shaking. In particular instances, such as 
the formation of lihrin from fibrinogen (see page 157). the 
coagulation may be produced by ferment action. Ordinary 
soluble proteids after having been transformed into the coag- 
ulated modification are no longer soluble in the ordinary s«:>l- 
vents. I'jion being healed in the presence of strong acids or 
alkalis, coagulated jiroteids are converted into albuminates. 

Many proteids coagulate at an approximately fixed tem- 
jierature under derinile conditions (see page 50). This char- 
acteristic may be applied to sei)arate different coagulable pro- 
teids from the same solution by fractional coagulation. The 
coagulation temperature frequently may serve in a measure 
to identify proteids in a manner similar to the melting-point 
or boiling-point of many other organic substances. The 
separation of ])roteids by fractii»nal coagidation thus is 
analog(»us to tlie separation of volatile substances by means 
of fractiininl ilisfilUilion. The nature of the process in- 
volved in the coagulatinn of proteids by heat is not well 
un(lerst(U)d, but it is ]>ro|)al)le that in addition to the altered 
arrangement of the conip(»nent att»ms in the molecule, there 
is a mild liydn^lysis which is accompanied by the liberation of 
minute amounts of hydrogen, nitrogen and sulphur. The 
presence of a neutral salt or a trace of a mineral acid may 
facilitate the coagulation of a ])r«»tcid solution (see page 50), 

' Sec iii'li.- 111! iircparaiiiJii i»f i>rt)trosc' pii\N<Ur, paiiv 5«>. 
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whereas any appreciable amount of acid or alkali will retard 
or entirely prevent such coagulation. 

Experiments on Coagulated Proteid. 

Ordinary coagulated egg-white may be used in the following 
tests : 

1. Solubility. — Try the solubility of small pieces of the 
coagulated proteid in each of the ordinary solvents (see 
page 4). 

2. Millon's Reaction. 

3. Xanthoproteic Reaction. — Partly dissolve a medium- 
sized piece of the proteid in concentrated HXO3. Cool the 
solution and add an excess of NH4OH. Both the proteid 
solution and the undissolved proteid will be colored orange. 

4. Biuret Test. — Partly dissolve a medium-sized piece of 
the proteid in concentrated KOH solution. If the proper dilu- 
tion of CUSO4 solution is now added the white coagulated 
proteid, as well as the proteid solution, will assume the char- 
acteristic purplish- violet color. 

5. Hopkins-Cole Reaction. — Conduct this test according 
to the modification given on page 51. 

• 

COMPOUND PROTEIDS. 

Compound proteids consist of a simple proteid combined 
with some non-proteid material, and they are named accord- 
ing to the nature of this combining body. Thus we have 
gliicoproteids, nuclcoproteids and haemoglobins as three classes 
of compound proteids. 

The glncoprotcids yield, upon decomposition, proteid and 
carbohydrate derivatives, notably glucosamine, CHgOH-- 
(CHOH)3- CH(NHo) • CHO, and galactosamine, OHCHj- - 
(CHOH)3-CH(NH2)-CHO. The principal glucoproteids 
are mucoids, mucins and chondroprotcids. By the term 
mucoid we may designate those glucoproteids which occur in 
tissues, such as tcndomucoid from tendinous tissue and 
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osseomucoid from bone. The elementary composition of these 

typical mucoids is as follows : 





N. 


S. 


Tcndomiicoid 


..11.75 


2-33 


Osseomucoid 


. .12.22 


2.32 






C. H. O. 

48.76 6.53 30.60 (Chittenden and Gies) 
4743 6.63 31.40 



The term mucins may be said to include those forms of 
glucoproteids which occur in the secretions and fluids of the 
body. Chondroproteids are so named l>ecause chondromucoid, 
the principal member of the gfr<>up, is derived from cartilage 
(chondrigen). Amyloid, which api>ears pathologically in the 
spleen, liver and kidneys is also a chondroproteid. 

The nuclcoprotcids oqqwv principally in animal and vegetable 
cells, and following the destruction of these cells they are 
found in the fluids of the body. These proteids are discharged 
into the tissue fluids by the activity or disintegration of cells. 
Combined with the simple pnHeid in the nucleoproteid mole- 
cule we find nucleic acid, a body which contains phosphorus 
and which yields purin bases upon decomposition. The so- 
called nuclcins are formed in the gastric digestion of nucleo- 
proteids. 

The lucmoglobins are tlu^se compound proteids which are 
composed of a simple proteid and a pigment. The haemoglobin 
of the blood (see pa^e 15^)) upon decomposition yields a pro- 
teid termed ^^lohin and a modified ])igment called lucmatin. 

Vov e.\])crinients upon a compound proteid see page 199. 

ALBUMINOIDS, ALBUMOIDS OR PROTEOIDS. 

These bodies are closely related in character to the proteids, 
from which class of substances tliev are derived. Thev differ 
ordinarily from true proteids in the character of their decom- 
position products, in being very resistant to the ordinary pro- 
teid solvents, and in being unable alone to support life. They 
generally occur in an insoluble form in some portion of the 
animal organism. The albuminoids may be divided into sev- 
eral classes such as keratins, elastins, collagcns, gelatins and 
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skele'tins, and in general the members of each group differ 
fundamentally in certain characteristics from the members of 
any other group. For discussion of and experiments on each 
of the several groups see the chapter on Epithelial and Con- 
nective Tissues, pages 197 to 205. 



REVIEW OF PROTEIDS. 

In order to facilitate the student's review of the proteids, 
the preparation of a chart similar to the -appended model is 
recommended. The signs + and — may be conveniently 
used to indicate positive and negative reactions. 

MODEL CBART FOB REVIEW PURPOSES. 



Albumin. 
GJobulin^ 
Add album inale. 



I Alkali alburoiiiate. 

'PeptoDC. 

I Coagulated proteid. 



%n 



n 






I 



" Unknown " Mixtures and Solutions of Proteids. 

At this point the student's knowledge of the characteristics 
of the various proteids studied will be tested by requiring him 
to examine several " unknown " proteid mixtures or solutions 
and make full reix>rt upon the same. The scheme gi\en on 
page 64 may be used in this examination. 
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CHAPTER IV. 

DECOMPOSITION PRODUCTS OF 
PROTEIDS. 

Although various physko-cliemical considerations indicate 
that the proteid molecule is very large, approaching a molecular 
weight of 15,000 (T. B. Osborne), more definite statements 
on this point cannot be made at the present time; nor can any 
definite constitutional formula yet be assigned to any of the 
proteid substances. Notwithstanding this, by a study of the 
decomposition products of proteids much has been learned re- 
garding the inner structure of the complex molecule; our 
knowledge in this direction has recently been greatly advanced. 
Decomposition may be brought about by oxidation or by hy- 
drolysis, the end-products of the decomposition varying more 
01 less in character, according to the nature of the process. 
Oxidation is ordinarily facilitated by the use of such oxidizing 
agents as potassium permanganate, hydrogen peroxide or bro- 
mine, while hydrolysis is brought about by acids, alkalis or 
superheated steam, and in digestion by the action of the pro- 
teolytic enzymes. Among the decomposition products of pro- 
teids are prolcoses. peptones, carbon dioxide, ammonia, hydro- 
gen sulphide, amines,^ amides,^ tryptophan, muno-aimno acids 
(such as leiicin, tyrosin, cystiti, aspartic acid, glutamic 
acid, glycocoH, alamn, phettylalanin, atnino-valeriamc acid, 
prolin, oxyprolin, serin) and di-amino acids, such as arginin. 
iysin and histidin. 

Proteids may also be decomposed by putrefactive bacteria 
with the formation of such bodies as phenol, para-cresol, indol, 
skatol, etc. {see page 129). 

' An amine is a body formed afier the type of 
hydrogen atoms being replaced by hydrocarbon radical' 

'An amide is a body formed after llie lype of ammi 
hydrogen atoms being replaced by organic acid radicals, 
of the acid left after removing the hydro.\yl group. 

65 
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For tlie benefit of tliose especially iiucrestetl in such matt 
a photograpli of the Fischer apparatus (Fig. 22. page 67) ti 
in the fractional distillation, m 7acuo. of the esters of tb| 
decomposition products of the proteids, as well as 1 
photographs and drawings of prejiarations of several of t 
decomposition products (Figs. — to — . pp. — to — ) 
introduced. For the preparations and the photograph of t 
apparatus the author is indebted to Dr. T. B. Osborne, 
New Haven, Conn. These drawings and photographs 1 
not introduced at this point through any preconceived i 
that the student will derive any practical benefit thereftt 
but are rather inserted with the idea of giving him a | 
ical illustration of the magnitude of the proteid molet 
and with the hope that they may perhaps act as a stim 
which will cause him to desire a more extended knowledge i 
the science of physiological chemistn,-. and. in particular, i 
that important class of substances, the proteids. The reprc 
duction of the crystalline form of some of ihe more recent of 
the products may be of interest to those viewing the iield of 
physiological chemistry from other than the student's aspect. 

Any extended discussion of the various decomposition prcxl- 
ucts being out of place in a book of this character, we will_ 
simply make a few general statements in connection with t 
more important products. 



DISCUSSION OF THE PRODUCTS. 
Tyrosin, CuHnKOg. — Tyrosin, one nf the most import 
end-products of proteid decomposition, is the amino 
p-oxyphenyl-a-amino-propionic acid. It has the followifl 
formula : 

NH, 

CH,-CH-COOH. 
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Tyrosiu occurs in conspicuous amounts as an end-product of 
the pancreatic digestion of proteids (see page 107), and is 

generally accompanied by leucin. It does not uccur, however. 




Rcproducnl from a ph olograph made by Pruf. K. T. Rci chert, of ibe 
rnvTCnily of Pennsylvania. Tbe ncgalive was furnished by Dr. T. B. 
I Osborne, of New Haven, Conn. 

A, Tank into which frceiing mixrure is pumped and from which il Hows 
I through tbe condenser. B : C, tlaaU from which the esters ate distilled, the dis- 
tilltle being collected in £> : £, a Dewar Hask containing li(|uid ait serving 
a cooler for condensing lube F ; C and C, tubes leading to the Geryck 
I pump by which the vacuum is maintained : /. tube leading to a McLcod guagc 
(not shown in figure) ; /, a bath containing freeiing mixture in which the 
receiver D is itnmeraed; K. a bath of water during the first part of the dis- 
tillation and of oil during tbe last part of the process ; i-f, stop cocks which 
permit the cutting out of different parts of the apparatus as the procedure 
demands. 
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as an end-prcxluct of tlie decomposition of gelatin. Tyrosin 
and leucin have the powcrof fomiing'salts with copper. Since 
the tyrosin salt is much less soluble than the leucin salt, this 
forms the basis for a method of separating these bodies. 

Fig. 23. 




Tyrosin is found in old cheese, and derives its name from 
this fact. It crystallizes in tufts, sheaves or balls of fine 
needles, which melt at 295^ C. and arc rather insoluble in 
cold (1-2454) or boiling (1-154) water. It is soluble in 
alkalis, ammonia or mineral acids, and less easily soluble in 
acetic acid or hot 95 per cent alcohol. Tyrosin responds to 
Millon's reaction, thus showing the presence of the hydroxy- 
phenyl group, but gives no other proteid test. In severe cases 
of typhoid fever and smallpox, in acute yellow atrophy of the 
liver, and in acute phosphorus poisoning, tyrosin has been 
found in the urine. Tyrosin crystals obtained as a decom- 
position product of the proteid gliadin are shown in Fig. 23, 
above. 

Leucin, QHiaNOu. — Leucin is an important end-product 
of the decomposition of proteid material, and was the first of 
these products to be discovered (1818). It is an amino acid. 
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a-amino-isobuiyl-aci'tk add. and therefore has the following 
formula : 

I I 

CH-CH,-C-COOH. 

i I 

CH3 H 

If is present normally in the pancreas, thymus, thyroid, spleen. 
brain, liver, kidneys and salivary glands. It has been found 
pathologically in the urine ( in acute yellow atrophy of the liver, 
in acute phosphorus poisoning and in severe cases of typhoid 
fever and smallpox), and in the liver, blood and pus. 



Fig. 24. 




Pure Icucin crystallizes in thin, white hexagonal plates. 
Crystals of pure leucin, obtained as a decomposition product of 
the proteid gliailin, are reprotluced in Fig. 24. Impure leucin 
is a slightly refractive substance, which generally crystal- 
lizes in balls having a radial structure or in aggregations of 
spherical bodies. Fig. 104, page 326. It is rather easily soluble 
in water (46 parts), alcohol, alkalis, ammonia and acids. On 
heating to 170" C, leucin sublimes with the formation of car- 
bon dioxide, ammonia and amylamine. In aqueous solutions 
leucin is laevorotatory, whereas in acid or alkaline solutions it 
is dextrorotatorv. 
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Aspartic Acid, C,HtXOi- — Qiemically. asparlic add is 
aiiiiita-siiccink acid and bas the following structural formula: 

NH., 
I 
CH-COOII 

I 

CH,.-('OOH. 

The amide of aspartic acid, asf>aragin, is verj' widely dis^ 
tributed in the vegetable kingdom. The crj-stalbne form ol| 
aspartic acid, as obtained from the proteid glutenin. is exhibile 
in Fig. 25. 

Fig as. 




Glutamic Acid, CsHoNO^. — This acid is a'amino-nortr 
glutaric add and as such bears the following graphic fortnulaa 



k 



U 
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Upon hydrolyzing tlie wheat proteid gliadin with hydrochloric 
acid, Osborne and Harris obtained a yield of 37 per cent 
of g-lutamic acid. This is the largest amount of an amino 




Reproduccii from 



. E. T. Reichert, of the 



acid yet obtained as a decomposition product of any proteid 
substance. Crystals of glutamic acid, obtained from the pro- 
teid gliadin, are reproduced in Fig. 26. 

Glycocoll, CaHfiNOj. — Glycocoll, or amino acetic acid, is 
the simplest of the amino acids and has the following 
formula : 

NHa 

H-C-COOH. 
I 
11 

It was the second of the decomposition products of proteids to 
be discovered, being preceded only by leucin. In distinction 
from the greater number of the amino acids, glycocoll may be 
determined quantitatively very accurately. Hippuric acid may 
be formed synthetically through a union of glycocoll and ben- 
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zoic acid ( see page 263 ) . This method is not used veryextm- 
sively at present, however, having been replaced by Fischer's 
method. Glycocoll, ingested in small amount, is excreted in 
the urine as urea, whereas if administered in excess it appears 
in part unchanged in the urine. The crystalline form of gly- 
cocoll ester hydrochloride, resulting from the decomposition 
of the proteid glutcnin, is shown in Fig. 27. 

Fig. a?. 




CLVCOCOLL ESTg« HVDKOCULOKI 



Alanin, CsHtNOi. — From a chemical view-point this j 
composition product is a-amwo-propioHtc acid, and as siu 
may he represented structurally as follows: 



n-i- 



H NH, 
I 
C-COOH. 

1 I 

IT n 



Obtained from proteid stibstances, alanin is dextrorotatory;" 
very easily soluble in water, and possesses a sweet taste. 
Tyrosin, phenylalanin. cystin and serin are derivatives of 
alanin. 
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Phenylalanine C9H11NO2. — This product is phenyl-a- 

amino-propionic acid, and may be represented graphically as 

follows : 

H NH2 

Li 






COOH. 



H H 



Phenylalanin is not so soluble as alanin, and possesses a sweet 
taste. The yield of this body from the decomposition of pro- 
teids is frequently greater than the yield of tyrosin. The 
crystalline form of phenylalanin obtained from the proteid 
gliadin is shown in Fig. 28. 

Fig. 28. 




Phenylalanin. 



Amino- valerianic Acid, CgHuNOo. — This acid is prob- 
ably a-amino-isovalerianic acid, and as such bears the follow- 
ing formula : 

CH3 NH2 



H-C C-COOH. 

i: 



!H, H 
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It closely resembles leucin in many of its properties, and for 
this reason is difficult to identify in the presence of leucin. It 
is quite readily soluble in water and is dextrorotatory. 

ProUn, CbHbXOj. — Chemically, protin is a-pyrrolidm- 
carboxylic acid and therefore possesses the following graphic 
structure : 

H2C CH^ 



cUc 



HsC\/CHCOOH. 
NH 



Prolin was first obtained as a decomposition product of casein, 
is laevorotatory and possesses a very sweet taste. The crystal- 
line form of Itn'o-a-prnliti is shown in Fig. 29, and the OJpper 

Fig. ?9. 




if 

i 



salt of prolin is represented by a niicro-pliotc^raph in Fig. 
30, page 75. Bi'tli were ohtained from the proteid gliadin. 
The crystals of the copper salt possess a faint bluish tinge. 

Serin, C^II^NOs- — Serin, from a chemical standpoint, is 
a-ainino-^-hydro.vy-prol'iouic add and possesses the follow- 
ing structural formula : 
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OH NH, 
I 1 
H — f — C'-COOE. 

I I 
H H 




Reproduced from a 
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Tliis product is inactive, possesses a sweet taste and is quite 
readily soluble in hot water. Serin crystals, obtained as a 
decomposition product of the proteJd gHadtn. are sho»-n in Fig. 
31. page 75. 

Cystin, CoHi^OjN^Sj. — Fricdmann has recently shown 
cystin to possess the fnUnwiiig structural fumiula: 
CH,-S— S-CH, 

CH-NH, CH-NH, 

COOH COOH. 

Cystin is the principal sulphur-containing body obtained 
from the decomposition of proteid substances. It is obtained 
in greatest amount as a decomposition product of such keratin- 
containing tissues as horn, hoof and hair. Cystin occurs in 

Fig. 3i 




small amount in normal urine and is greatly increased in 
quantity under certain pathological conditions. It crystal- 
lizes in the form nf hexagonal plates which are thin and color- 
less; crystals obtained from the decomposition of the proteid 
gliadin are shown in Fig. 32. Cystin is soluble in alkalis. 
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ammonia, oxalic acid solution and mineral acids but practically 
insoluble in water, acetic acid, atcoliol and ether. It is 
lasvorotatory. 

It has recently been claimed that cystin occurs in two forms, 
i. e., stone-cystin and proteid-cystin and that these two forms 
are distinct in their properties. This view is incorrect. 

For a discussion of cystin sediments in urine see Chapter 
XIX. 

Tiyptophan, CnHiaNaOj. — According to EUinger, trypto- 
phan is indol-amiuo-propionic acid. Until very recently this 
investigator thought the following was the correct structural 
formula of this substance : 

NH. 



H- 



/\_ 



'CH 
NH 



I 

-C- 

I 

H 



-H 



Further investigation by him, however, has shown this view 
to be incorrect. He now proposes the two formulas which 
follow and expects rfurtlier study will show definitely which 
one correctly represents the structure of tryptophan ; 

/\ ^C ■ CHs ■ CH( NH.,) ■ COOH 

NH 
/\ CCH(NH.)-CH,-COOH. 

kA7cH " ■ 

NH 



Tryptophan is the mother-substance of indol and its presence 
in proteid substances may be shown by means of the Adam- 
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kiewicz reaction or the Hoj^ins-Cole reaction (see p. 45). It 
may be detected in a pancreatic digestion mixture through its 
property of giving a violet color- reaction with bromine water. 
Lysin, Cnlli^NjOj. — The three IxKlic;. lysin, arginin and 
histidin, arc frequently classed together as the hexone bases. 
Lysin was the first of the bases discovered. It is a-<-diamino~ 
caproic acid and hence possesses the following structure : 

NHs H H H NH- 

H-C — C-C-C-C-COOH. 

It is dextrorotatory and is found in largest amount in casein 
and gelatin. It is the mother-substance of cadaverin and has 
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never been obtained in crystalline form. The picrate of lysin i 
may be crystallized, however; the crystals of this body, ob- j 
tained from the proteid Icguinin, are shown in ?"ig, 33. 

Arginin, QHnN^Oj. — Arginin is the most widely dia- i 
tribuled of tlie decomposition products of the proteids. 
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Every proteid so far subjected to decomposition has yielded this 
body among the products. Because of this fact, some investi- 
gators consider arginin to be the nucleus of the proteid mole- 
cule. Chemically, arginin is guatiidiii-a-amino-valerianic acid 
and possesses the following structural formula: 



H H H 

I 1 I 
NH~C-C-C- 

I I I 



NH. 



NH = C H H H H 

I 



It is clainied that in the ordinary metabohc activities of the 
animal body arginin gives rise to urea. 

Histidin, CnHgNaOa- — This body occurs most abundantly 
as a decomposition product of globin. the proteid constituent 



Fic. 34. 




HlSTtDIH HyOKOCHLOKIDK. 

of haemoglobin. The free base is I^vorotatory, whereas the 
salts of histidin are dextro-rotatory, Histidin is now believed 
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to be a-amino-P-ifnido-asol-propioHic acid with the folIowHng' ■ 
structural formula : 

H 



.o-i. 



■ , I 
I I H 
N\/NH 
CH 



-C^CC 

I 

n 



Crystals of htstiiiin hydrochloride are shown in Fig. 34, p. 79, 



Experiments. 



While the c 



courses in physiological chemistry pre- 
clude any extended study of the decomposition products of 
proteids. the manipulation of a simple decomposition and the 
subsequent isolation and study of a few of the products most 
easily and quickly obtained will not be without interest. To 
this end the student may use the following decomposition pro- 
cedure: Treat tlie proteid in a large flask with water contain- 
ing 3-5 per cent of HjSOj and place it on a water-bath until 
the proteid material has been decomposed and there remains a 
fine, fluffy, insoluble residue. Filter off this residue and 
neutralize the filtrate with Ba(OH)i and BaCOj. Filter off 
the precipitate of BaSO* which fonns and when certain that 
the fluid is neutral or faintly acid,' concentrate (first on a wire 
gauze and later on a water-bath) to a syrup. This synip 
contains the end-products of the decomposition of the proteid, 
among which are proteoses, peptones, tyrosiit, Icucin, etc 
Add 95 per cent alcohol slowly to the warm syrup until no 
more precipitate forms, stirring continuon.sly with a glass rod. 
This precipitate consists of proteoses and peptones. Gather 
the sticky precipitate on the rod or the sides of the dish and, 
after warming the solution gently for a few moments, filter 
it through a filter paper which has not been previously moist- 
ened. After dissolving the precipitate of proteoses and pep- 
' If the solution is alkaline in reaction at this point, the amino adds will 
be broken down and ammonia Hili be evolved. 
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tones in water' the solution may be treated according to the 
method separation given on page 59. 

The leucin and tyrosin, etc., are in solution in the warm alco- 
hoHc filtrate. Concentrate tliis filtrate on the water-bath to a 
thin syrup, transfer it to a beaker, and allow it to stand over 
night in a cool place for crystallization. The tyrosin first 
crystallizes ( Fig, 23, page 68) , followed later by the formation 
of characteristic crystals of impure leucin (see Chapter XIX). 
After examining these crystals under the microscope, strain oH 
the crystalline material through fine muslin, heat it gently in a 
little water to dissolve the leucin (the tyrosin will be practically 
insoluble) and filter. Concentrate the filtrate and allow it to 
stand in a cool place over night for the crude leucin to crystal - 
lize. Filter off the crystals and use them in the tests for leucin 
given on page 82. The crystals of tyrosin remaining on the 
paper from the first filtration may be used in the tests for 
tjTosin as given below. If desired, the tyrosin and leucin 
may be purifieti by recry stall! zing in the usual manner. Haber- 
mann has suggested a method of separating leucin and tyrosin 
be means of glacial acetic acid. 

Experiments on Tvbosin. 
Make the following tests with the tyrosin crystals already 
prepared or upon some pure tyrosin furnished by the instruc- 



1 , Microscopical Examination. — Place a minute cr>stal of 
tyrosin on a slide, add a drop of water, cover with a cover glass, 
and examine microscopically. Now run more water under 
the cover glass and warm in a bunsen flame until the tyrosin 
has dissolved. Allow the solution to cool slozn'iy then examine 
again microscopically and compare the crystals with those 
shown in Fig. 23, page 68. 

' At this point the aqueous soliilifm of the proteoses and peptones may 
be filtered to remove any BaSOi which may still remain. Tyrosin crystals 
will also be found here, since it is less soluble iban the leucin and may 
adhere lo the proteose- pep lone precipitate. Add the crystals of tyroain 10 
the warm alcohol liltralc. 
7 
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2. SoIubility.^Try lite solubility of very small amounts ofl 
tyrosin in cold and Iiot water, cold and hot 95 per cent alcoholJ 
dilute NH.OH, dilute KOH and dilute HCl. 

3. Sublimation.- — Place a little tyrosin in a dry test-tabej 
heat gently and notice that the material does not subliir 
How does this compare with the result ni Experiment 3 unda 
Leucin? 

4. Hoffman's Reaction. — This is the name gix-en to Mil-^ 
Ion's reaction when employed to detect tyrosin. Add about 

3 C.C. of water and a few drops of Millon's reagent to a little 
tyrosin in 3 test-tul>e. Uj>on dissolving the tyrosin by heat 
the solution gradually darkens and may assume a dark red 
color. What group does this test show to be present in tyrosin? 

5. Piria's Test. — Warm a little tyrosin on a watch glass on 
a boiling water-bath for 20 minutes with 3-5 drops of conc- 
HaSO^. Tyrosin-sulphuric acid is formed in the process. 
Cool the solution and wash it into a small beaker with water. J 
Now add CaCO-i in substance slowly with stirring, untitl 
the reaction of the solution is no longer acid. Filter, con- ' 
ccntrate the filtrate and add to it a few drops (avoid an ex^ss) 
of very dilute neutral ferric chloride. A purple or violet color, 
due to the formation of the ferric salt of tyrosin-sulphuric acid^ 
is produced. This is one of the most satisfactory testa foi 
the identification of tyrosin. 

6. Momer's Test. — Add about 3 c.c. of Morner's reag;ent' 
to a little tyrosin in a test-tube, and gently raise the tempera-' 
ture to the boiling-point. A green color results. 

Experiments on Leucin. 

Make the following tests upon the leucin crystals already 1 
prepared or upon some pure leucin furnished by the instructors^ 

I, 2 and 3. Repeat these experiments according to the direoi;] 
tions given under Tyrosin (page 81). 

' Momet's reagent is prepared by ihoroughly mixing i volume ot ft 
lin, 45 volumes of distilled water and 55 volumes of concentrated sol 
acid. 
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GASTRIC DIGESTION. 

Gastric digestion takes place in the stomach and is pro- 
moted by the gastric juice, which is secreted by the glands of 
the stomach mucosa. These glands are of two kinds, fundus 
glands and pyloric glands which are situated, as their names 
imply, in the regions of the fundus and pylorus. The prin- 
cipal foods acted upon in gastric digestion are the proteids 
which are so changed by its processes as to become better 
prepared for further digestion in the intestine and for their 
final absorption. 

From reliable experiments made upon lower animals it is 
evident that the gastric juice is secreted as the result of stimuli 
of two forms, i". c, psychical stimuli and chemical stimuli. 
The psychical form of stimuli may be produced by the sight, 
thought or taste of food, and the chemical stimuli may be pro- 
duced by certain substances such as water, the extractives of 
meat, etc., when coming in contact with the stomach mucosa. 
The volume of gastric juice secreted during any given period 
of digestion, varies with the quantity and kind of the food. 
These conclusions were deduced principally from a series of so- 
called delusive feeding experiments. A dog was prepared with 
two oesophageal openings and a gastric fistula. When thus 
prepared and fed foods of various kinds such as meat and 
bread, tlie material instead of passing to the stomach, would 
invariably find its way out of the animal's body at the upper 
oesophageal opening. Through the medium of the gastric 
fistula the course of the secretion of gastric juice could be 
carefully followed. It was found that when the dog ate meat, 
for example, there was a large secretion of gastric juice not- 
withstanding no portion of the food eaten had reached the 
stomach. Further experiments made through the medium of 
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a cul-di-sac formed from the stomacli wall 
many valuable conclusions, among others those reg:arding the 
influence of tlie chemical stimuli. Tlie method followed was 
to feed tlie aiiinu! certain substances and note l!ie ^ccrctioa 
of gastric juice in the miniature stomach while the real process 
of digestion was taking place in the stomach proper. 

Normal gastric juice is a thin, light colored fluid which is 
acid in reaction and lias a specific gravity varying between 
i.ooi and i.oio. It contains only 2-3 per cent of solid mat- 
ter which i<; made up principally of HCl. sodium chloride, 
potassium chloride, earthy phosphates, mucin and tlie enzymes 
pepsin, renniu and probably lipase; the HCl and the cnzyriM 
are of the greatest importance. The acidity of the gastnc' 
juice is due to free hydrochloric acid which is secreted by 
the parietal glands of the fundus and. in man, is generally 
present to the extent of 0.2-0.3 P^^" *'^it. When the 
amount of HCl varies to any considerable degree from 
these values a condition of hypoacidity or hyperacidity is 
established. Hydrochloric acid has tlie power of combin- 
ing with proteid substances taken in the food forming so-; 
called combified hydrochloric acid. This combined acid is ai 
less potent germicide than free IlCl and has less power to 
destroy the amylolytic enzyme ptyalin of the saliva. This last 
fact explains to a degree the possibility of the continuance of 
salivary digestion in the stomach. The HCl of the gastric 
juice forms a medium in which the pepsin can most satisfac- 
torily digest the proteid food, and at the same time it acts as 
an antiseptic or germicide which prevents putrefactive proc^ 
esses in the stomach. It also possesses the power of inverting 
cane sugar. When the HCl of the gastnc juice is diminished' 
in quantity (hypoacidity) or absent, as it may Iw in many 
cases of functional or r>rganic disease, there is no check to thfe 
growth of micro-organisms in the stomach. There are how- 
ever certain of the more resistant spores which even 
normal acidity of the gastric juice will not destroy. A 
dition of hypoacidity may also give rise to fermentation wil 
the formation of siicli bodies as lactic acid and butyric acid. 
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The most important of the enzymes of the gastric juice 
is the proteolytic enzyme pepsin. The pepsin does not origi- 
nate as such in the gastric cells bvit is formed from its pre- 
cursor the ayt)iogi;ii or mother-substance pepsinogen which is 
produced by the gastric cells. Upon coming in contact with 
the HC! of the secretion this pepsinogen is immediately 
transformed into pepsin. Pepsin is not active in alkaline or 
neutral solutions but requires at least a faint acidity before it 
can exert its power to dissolve and digest proteids. The per- 
centage of HCl facilitating the most rapid peptic action varies 
with the character of the proteid acted upon, e. g., 0.08 per 
cent to 0.1 per cent for the digestion of fibrin and 0.25 per 
cent for the digestion of coagulated egg-white. While HCl 
is the acid usually employed to promote artificial peptic pro- 
teolysis, other acids, organic and inorganic, will serve the same 
purpose. Acidity of the liquid is necessary to promote the 
activity of the pepsin, but the acidity need not necessarily be 
confined to hydrochloric acid. 

In common with many other enzymes pepsin acts best at 
about 38''-40° C. and its digestive power decreases as the 
temperature is lowered, the enzyme being only slightly active 
at 0° C. Its power is only temporarily inhibited by the appli- 
cation of such low temperatures, however, and the enzyme 
regains its full proteolytic power upon raising the temperature 
to 40° C. As the temperature of a digestive mixture is raised 
above 40^C. the pepsin gradually loses its activity until at 
about 8o°-ioo° C. its proteolytic power is permanently de- 
stroyed. 

The products of peptic proteolysis are acid albuminate, pro- 
teoses (albumoses) and peptones. Only a comparatively small 
amount of the proteid ingested is transformed into peptones, 
the proteose stage being, for the most part, the final stage in 
peptic proteolysis. The relative amoimts of proteoses and pep- 
tones formed depends to a great extent upon the character of 
the proteid undergoing digestion, e. g., a greater proportion of 
proteoses results from the digestion of fibrin than from the 
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digestion of coagulated egg-white. Peptic pmleolysis differs 
from tryptic proteolysis (see page 107) in that the former 
yields larger amoimts of proteoses, smaller amounts of pep- 
tones and no considerable quantity of crystalline bodies as 
end-products in tlic brief period during which proteids are 
ordinarily subjected to gastric digestion. Prolonged hydroly- 
sis with gastric juice may however, yield considerable quan- 
tities of the non-proteid end-products. 

Rennin, the second enzyme of the gastric juice, is what is j 
known as a milk curdling or proleui coagulating enzyme. 1 
Rennin acts upon the caseinogen of the milk, splitting it into ' 
a proteosc-likc body and soluble casein. This solubie body, in 
the presence of calcium salts, combines with calcium forming 
ro/ctum casein or true casein which is insoluble and precipi- 
tates. There is some uncertainty regarding the reaction, to 
litmus, in which rennin shows the greatest activity. It is, 
however, usually said to be most active in the presence of a J 
slight acid reaction, as would naturally be expected. It is | 
especially abundant in the gastric mucosa of tlie calf, and isl 
used to curdle the milk used in cheese making. Rennin is J 
always present normally in the gastric juice but in certaial 
pathological conditions such as atrophy of the mucosa, chronic i 
catarrh of the stomach or in carcinoma it may be absent 

Lipase is a fat-sp!itting enzyme (see page 97). 
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PREPARATION OF AN ARTIFICIAL GASTRIC JUICE. I 

Dissect the mucous membrane of a pig's stomach from the] 
muscular portion, and discard the latter. Divide the mucous I 
membrane into two parts (4/5 and 1/5). Cut up the larger I 
portion, place it in a large-sized beaker with 0.4 per cent HQ | 
and keep at 38°-40° C. for at least 24 hours. Filter off the j 
residue, consisting principally of nuclein and anti-albumid, and 1 
use the filtrate as an artificial gastric juice. This filtrate con- 
tains pepsin, rennin and the products of the digestion of the 1 
stomach tissue, i. e., acid albuminate, proteoses and peptones. 
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Preparation of a Glycerin Extract of Pig's Stomach. 
Take the one-fifth portion of the mucous membrane of the 
pig's stomach not used in the preparation of the artificial 
gastric juice, cut it up very finely, place it in a small-sized 
beaker and cover the membrane with glycerin. Stir frequently 
and allow to stand at room temperature for at least 24 hours. 
The glycerin will extract the pepsinogen. Separate, with a 
pipette or by other means, the glycerin from the pieces of 
mucous membrane and use the glycerin extract as required in 
the later experiments. 



Products of Gastb:c Digestion. 

Into the artificial gastric juice, prepared as above described, 
place the profeid material (fibrin, coagulated egg-white, or 
lean beef) provided for you by the instructor, add 0.4 per 
cent HCl as suggested by the instructor and keep the diges- 
tion mixture at 40° C, for 2 to 3 days. Stir frequently and 
keep free hydrochloric acid present in the solution (for tests 
for free HCl see below). 

The original proteid has been digested and the solution now 
contains the products of peptic proteolysis, i. e., acid albumin- 
ate, proteoses and peptones. The insoluble residue may in- 
clude nuclein and anti-a!bumid. Filter the digestive mixture 
and after testing for free HCl neutralize the filtrate with KOH 
solution. If any of the acid albuminate is still untransformed 
into proteoses it will precipitate upon neutralization. If any 
precipitate forms heat the mixture to boiling, and filter. If no 
precipitate forms proceed without filtering. 

We now have a solution containing a mixture of proteoses 
and peptones. Separate and identify these bodies according 
to the directions given on pages 59 and 60. 

Teats for Fnt and Combined HCl. 
These tests are made with a class of reagents known as 
indicators, so-called because they serve to indicate the nature 
of the reaction of a solution. These indicators are weak acids 
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or bases and arc but slightly dissociable. The dissociation, " 
with the formation of the colored ion, forms the basis for 
color reaction. 

Examine each of the following solutions by means of the 
tests given below and report the results in a form similar 
to the chart given on page 90 ; ( i ) 0.2 per cent free HQ. 
{2) 0.05 per cent free HQ. (3) o.oi per cent free HCl. 
(4) 0.05 per cent combined HCl. (5) i per cent lactic acid. 
(6) Equal volumes of 0.2 per cent free HCl and i per cent 
lactic acid. {7) i per cent piitassiuni hydroxide. 

1. Di-methyl-amino-azobenzene (or Tdpfer's Reagent),' 

N{CH3); — CnH, — N=:N— C„Hb. 

Place 1-2 drops of the reagent in the solution to be tested. 
Free mineral acid (HCl) is indicated by the production of a 
pinkish-red color. H free acid is absent a yellow color ordi- 
narily results. 

2. Giinzberg's Reagent.^ — Place 1-2 drops of the te-' ( 
agent in a small porcelain evaporating dish and carefully, \ 
evaporate to dryness over 3 low flame. Insert a glass stirrii^ , 
rod into the mixture to be tested and draw the moist end of 1 
the rod through the dried reagfint. Warm again gently and'i 
note the production of a purplish-red color in the presence of:'' 
free HCl. 

' 3. Boas' Reagent.' — Perform this test in the same manner 
as 2 above. Free hydrochloric acid is indicated by the pro- 
duction of a rose-red color which becomes less pronounced on A 
cooling. jT 

4. Congo Red,' \^VX 

s reagent dissolve 0,5 gnim at d i -methyl -ami no- 
i g5 per cent alcohol, 
' Gunzherg's reigBS^ prepared by dissolving 2 grams of phloragluciii 
and I graro of vanilflHfcioo e,e. of 95 per cent alcohol. 

' Boas' reagent is^Jpr^ared by dissolving 5 grams of resorcin and 3."1 
grams ot saccharose in too c.c. of 95 per cent alcohol. 

' This indicator is prepared by dissolving 0.5 gram of congo red in g 
c.c. of water and adding 10 c.c, of 95 per cent alcohol. 




GASTRIC DIGESTION. 89 

NH2 SOsNa 



\/V^ 



\/\/ 



SOgNa NH2 

Conduct this test according to the directions given under i or 2 
page 88. A blue color indicates free HCl, a violet color 
indicates an organic acid and a brown color indicates com- 
bined HCl. Congo red paper made by immersing ordinary 
filter paper in the indicator and subsequently drying, may be 
used in this test. 
5. Tropaeolin OO,^ 

NH(CeH5)— CcH^ — N=N— CeH, — SOaNa. 

Place 2 drops of the solution to be tested and i drop of the 
indicator in an evaporating dish and evaporate to dryness 
over a low flame. The formation of a reddish-violet color 
indicates free hydrochloric acid. 

This test may also be conducted in the same manner as 2 
page 88. 
•^ 6. Phenolphthalein,2 

C6H4OH 



L. 6 t- 'M 



C— CeH,OH [\ I '■ 



C0H4. O 

c 

Add the indicator directly to the solution, or apply the test 
according to the directions given under 2 on page 88. This 
indicator serves to denote the total acidity since it is acted 
upon by free mineral acids, combined acids, organic acids and 
acid salts. A red color indicates the presence of an alkali and 

* Prepared by dissolving 0.05 gram of .tropaeolin 00 in 100 ex. of SO per -^'^^Bf^ 

cent alcohol. 
"This indicator is prepared by dissolving i gram of phenolphthalein in 

100 C.C. of 95 per cent alcohol. 
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the indicator is colorless in the presence of a neutral or add 
reaction. This indicator is unsatisfactory in the presence of 
ammonia. 

7. Sodium Alizarin Sulphonate/ 

CO (OH), 

/ \ / 

C6H4 CeH 

\ / \ 

CO SOaNa 

This indicator may be used directly in the solution to be tested, 
or the test may be applied as 2, page 88. It serves to indicate 
all acid reactions except those due to combined acids. A 
reddish-violet color indicates an alkaline reaction, while a yel- 
low color indicates an acid reaction due to a free mineral 
acid, an organic acid or an acid salt. 

Report the results of your tests tabulated in the form given 
below : 



I Solutiont Flxamined. 

Name of Indicator. ^ «oc«i ' ,< ^"^LY?1*' 

0.05 f I 0.01 ^ , , *» °>. ^ , , ' * 



oaf 0.05 1( I 0.01 «f ,,**°,5.^ , ,'' o.ajlHU i< 

HCl. HCl. HCl. Combined luetic t^ridiy ' KOH. 

HCI. Acid. Lactic Acid. ' 



Topfer's Reagent, 
(iiinzbcrg's Reagent. 

IJoas' Reagent. 

C\>ngo Red. 

TrojuL-olIn OO. 

riienolphtnalein. 

Alizarin. 



I 

i. ■ - 



* Prepare this indicator by dissolving i gram of sodium alizarin sul- 
phonate in 100 c.c. of water. 
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GENERAL EXPERIMENTS ON GASTRIC 
DIGESTION. 

1. Conditions Essential for the Action of Pepsin. — Pre- 
pare four test-tubes as follows : 

(a) Five c.c. of pepsin solution. 

(b) Five c.c. of 0.4 per cent HCl. 

(c) Five C.C. of pepsin-hydrochloric acid solution. 

(d) Two or three c.c. of pepsin solution and 2-3 c.c of 0.5 
per cent sodium carbonate solution. 

Introduce into each tube a small piece of fibrin and place 
them on the water-bath at 40^ C. for one-half hour, carefully 
noting any changes which occur.* Now combine the contents 
of tubes (fl) and (b) and see if any further change occurs 
after standing at 40° C. for 15-20 minutes. Explain the 
results obtained from these five experiments. 

2. Influence of Different Temperatures. — In each of four 
test-tubes place 5 c.c. of pepsin-hydrochloric acid solution. 
Immerse one tube in cold water from the faucet, keep a second 
tube at room temperature and place a third on the water -bath 
at 40° C. Boil the contents of the fourth tube for a few 
moments then cool and also keep it at 40° C. Into each tube 
introduce a small piece of fibrin and note the progress of 
digestion. In which tube does the most rapid digestion occur? 
Explain this. 

3. The Most Favorable Acidity.— Prepare three tubes as 
follows : 

(a) Five c.c. of 0.2 per cent pepsin- hydrochloric acid solu- 
tion. 

* Digestion of fibrin in a pcpsin-hydrochtaric acid solution is indicated 
first by a suidling of the proteid due to tlie aclion of tlie acid, and later 
by a dUinUgration and disiobnng of the fibrin due to the action of the 
pep sin -hydrochloric acid. If uncertain at any time whether digestion has 
taken place, ihe solution under examination may be filtered and the biuret 
test applied to the filtrate. A positive reaction will signify ihe presence 
of acid albuminate, proteoses (alburaoses) or peptones, Ihe presence of any 
oae of which would indicate that digestion has taken place. 
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(6) Two or three c.c. of 0-2 per cent HCI + i c.c. of con- 
centrated HCl + 5 c.c. of pepsin solution. 

(c) One C.C. of 0.2 per cent pepsin-hydrochloric acid solu- 
tion + 5 c.c. of water. 

Introduce a small piece of fibrin into each tube, keep tliem 
at 40° C. and note the progress of digestion. In which de- 
gree of acidity does the fibrin digest the most rapidly? 

4. Differentiation Between Pepsin and Pepsinogen. — 
Prepare five tubes as follows: 

(0) Few drops of glycerin extract of pepsinogen -j- 2-3 
c.c. of water, 

(b) Few drops of glycerin extract of pepsinogen -f 5 c.c, 
of 0.2 per cent HCI. 

(c) Few drops of glycerin extract of pepsinogen -j- 5 c.c, 
of 0.5 per cent NagCOj. 

(d) Two or three c,c, of pepsin solution -(- 2-3 c,c. of I per 
cent NajCOs- 

(e) Few drops of glycerin extract of pepsinogen + 5 c.c. 
of I per cent NajCO;,. 

Add a small piece of fibrin to the contents of each tube, 
keep the five tubes at 40^ C. for one-half hour and observe 
any changes wliich may have occurred. To (a) add an equal 
volume of 0.4 per cent HCI, neutralize (c), ((/) and (e) with 
HCI and add an equal volume of 0.4 per cent HCI. Place 
these tubes at 40° C. again and note any further changes 
which may occur. What contrast do we find in the results 
from the three last tubes? Why is this so? 

5. Comparative Digestive Power of Pepsin with Dif- 
ferent Acids. — Prepare a series of tubes each containing one 
of the following acids: 0,5 per cent acetic, lactic, oxalic and 
butyric, and 0.2 per cent hydrochloric, sulphuric, nitric and 
combined hydrochloric. To each acid add a few drops of the 
glycerin extract of pig's stomach and a small piece of fibrin. 
Shake well, place at 40° C. and note the progress of digestion. 
In which tubes does the most rapid digestion occur? 

6. Influence of MetalUc Salts, etc.— Prepare a series of 
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tubes and into each tube introduce 4 c.c, of pepsin-hydrochloric 
acid solution and J^ c.c, of one of the chemicals listed in 
Experiment 18 under Salivary Digestion, page 40. Introduce 
a small piece of fibrin into each of the tubes and keep them 
at 40° C. for one-half hour. Note the variations in the 
progress of digestion. Where has the least rapid digestion 
occurred ? 

7. Testing the Motor and Functional Activilnes of the 
Stomach. ^ — This test is performed the same as Experiment 19 
under Salivary Digestion, page 40. If the experiment was 
carried out_under salivary digestion it will not be necessary to 
repeat it here. 

8. Influence of Bile, — Prepare five tubes as follows : 

(a) Five c.c. of pepsin-hydrochloric acid solution + J/^-i 
c.c. of bile. 

(i) Five c.c. of pepsin-hydrochloric acid solution + 1-2 
C.C. of bile. 

(c) Five C.c. of pepsin-hydrocliloric acid solution + 2-3 
c.c. of bile. 

(d) Five c.c. of pepsin-hydrochloric acid solution + 5 c.c. 
of bile. 

(e) Five c.c. of pepsin -hydrochloric acid solution. 
Introduce into each tube a small piece of fibrin. Keep the 

tubes at 40° C, and note the progress of digestion. Does the 
bile exert any appreciable influence? How? 

9. Influence of Rennin on Milk. — Prepare a series of five 
tubes as follows : 

(a) Five c.c. of fresh milk + 0.2 per cent HCt (add slowly 
until precipitate forms). 

(b) Five c.c. of fresh milk -\- 5 drops of rennin solution. 

(c) Five c.c. of fresh milk + 10 drops of 0.5 per cent 
NajCOj solution. 

(rf) Five c,c. of fresh milk -(- 10 drops of 5 per cent am- 
monium oxalate solution. 

(e) Five c.c. of fresh milk -f 5 drops of 0.2 per cent HCI. 
Now to each of the tubes (c), ((/) and (c) add 5 drops of 
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rennin solution. Place the whole series of five tubes at 40° C. 
and after 10-15 '"""uies note what is occurring in the different 
tubes. Give a reason for each particular result. 

10. Tests for Lactic Acid, (a) Cffehnanti's Reaction. — 
To a small quantity of L'Ffehnanii's reagent' in a lest-tuhe add 
a few drops of a lactic acid solution. The amethyst-blue color 
of the reagent is displaced by a straw yellow. Other organic 
acids give a similar reaction. Mineral acids such as HCl dis- 
charge the blue coloration leaving a colorless solution. 

(b) Ferric Chloride Tcsl. — Place 10 c.c. of t-ery dilute 
ferric chloride in each of five tuijes. To the first add 2 cc. 
of 0.2 per cent HCl. to the second 2 c.c. of to per cent alcohol, 
to the third 2 c.c. of 2 per cent saccharose, to the fourth 2 c.c. 
of lactic acid and to the fifth 2 c.c. of peptone solution. 

It is evident from the results obtained that neither of the 
tests given above is satisfactory for the detection of lactic acid 
in the presence of other substances such as we find in the 
gastric contents. 

A satisfactory deduction regarding the presence of lactic 
acid can only be made after extracting the gastric contents 
with ether, evaporating the ether extract to dryness and dis- 
solving the residue in water. This residue will not contain 
any of the contaminations which interfered with the simple 
tests as tried above, and therefore if either of the tests is 
now tried on the dissolved residue of the ether extract we may 
form an accurate conclusion regarding the presence of lactic 
add. 

11. Qualitative Analysis of Stomach Contents. — Take 
icm c.c. of stomach contents and analyze it according to the 
following scheme : 

' Uffeltnann's reagent is prepared by adding ferric chloride solution ts ' 
ft I per cent solution of carbolic acid until an amethyst -blue color ii 
obtained. 
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Stomach G)ntents. 

Filter and test the filtrate for free HQ. 

I 



Filtrate I. Residue. 
Divide into two parts. Discard after making a micro- 
I scopical examination. 

Filtrate II. Filtrate III. 

One-fifth portion. Four-fifths portion. 

Test for: Neutralize carefully; any precipitate 

(a) Pepsin. is acid albuminate. If a precipitate 

(6) Bile (sec p. — ). forms filter and divide the filtrate 

(f) Starch. into two parts. If no precipitate 

(d) Dextrin. forms divide the solution into two 

parts without filtering. 



Filtrate IV. Filtrate V. 

Two-thirds portion. One-third portion. 

Heat to boiling to remove Test for: 

coagulable proteids. If any (a) Lactic acid, 

precipitate forms filter it off ; (b) Rennin. 

if there is no precipitate pro- (c) Ptyalin. 

ceed directly with the tests. 
Test for: 

(a) Sugar. 

(b) Proteoses. 

(c) Peptones. 



CHAPTER VT. 

FATS. 

Fats occur very widely distributed in the plant and animal 
kingdoms, and constitute tlie third general class of fixid stuffs, 
In plant organisms they are to be found in the seeds, roots and 
fruit, while each individual tissue and organ of an animal 
organism contains more or less of the substance. In the 
animal organism fats are especially abundant in the bone 
marrow and adipose tissue. They contain the same elements 
as the carbohydrates, i. f., carbon, hydrogen and oxygen, 
but the oxygen is present in smaller percentage than in the 
carbohydrates and the hydrogen and oxygen are not present 
in the proportion to form water. According to the observa- 

Fic. 35. 




tions of Benedict and Osterberg human fat contains 76,08 per 
cent of carbon and 11.78 per cent of hydrogen. They found 
the heat of combustion of human fat to be 9.523 calories per 
gram. 

96 
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Chemically considered the fats are esters* of the tri-atomic 
alcohol, glycerin, and the mono-basic fatty acids. The H of 
each of the OH groups of glycerin is replaced by a fatty acid 
radical (see page 65). For instance 



i 



CH2 • OH 
H -OH 

CH2 • OH 

is the formula for glycerin and by replacing the hydrogen 
of the hydroxyls by hydrocarbon radicals R, R' and R" we 
obtain, as the t)rpical formula for an ordinary neutral fat, 

CH2OOCE 

I 

CH -OOCR' 

I 
CHg-OOC-E". • 

The positions occupied by R, R' and R" in the above formula 
may be filled by three radicals of the same fatty acid or by 
the radicals of three different fatty acids. 

By hydrolysis of a neutral fat, t. e.j by the addition to the 
molecule of those elements which are eliminated in the forma- 
tion of the fat from glycerin and fatty acid, it may be resolved 
into its component parts, t. c, glycerin and fatty acid. In the 
case of tri-palmitin the following would be the reaction : 

C3H5(0-C,5H3iCO)8 + 3H20-- 

Tri-palmitin. C3H,(0H)3 + 3(C,,H3,COOH). 

Glycerin. Palmitic acid. 

This process is called saponification and may be produced by 
boiling with alkalis; by the action of steam under pressure; 
by long-continued contact with air and light; by the action of 
certain bacteria and by fat-splitting enzymes or lipases, e, g., 

*An ester is an ethereal salt consisting of an organic radical united with 
the residue of an inorganic or organic acid. 

8 
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steapsin (see page 109). The cells forming the walls of the 
intestines evidently possess the peculiar property of synthesiz- 
ing the glycerin and fatty acid thus formed so that after 
absorption these bodies appear in the blood not in their in- 
dividual forms but as neutral fats. This synthesis is similar 
to thai enacted in the absorption of protcid material where 
the peptones are synthesized into albumin in the act of 
absorption. 

The principal animal fats with which we have to deal are 
stearin, palmitin, olcin and bulyrin. Such less important 
forms as laurin and myristin may occur abundantly in plant 
organisms. The generally accepted system of nomenclature 
for these fats is to apply the prefix " tri " in each case {e. g., 
fri-palmitin) since three fatty acid radicals are contained in 
the neutral fat molecule. 

Fats occur ordinarily as mixtures of several individual fats. 
For example, the fat found in animal tissues is a mixture of 
tri-olein, tri-palmitin and tri-stearin. the percentage of any one 
of these fats present depending upon the particular species of 
aninial from whose tissue the fat was derived. Thus the 
ordinary mutton fat contains more tri-stearin and less tri- 
olein than the pork fat. Tlie crystalline forms of some of 
the more common fats are reproduced in Figs. 35, 36 and 37 
on pages 96, 99 and loi. 

Pure neutral fats are odorless, tasteless and generally color- 
less. They are insoluble in the ordinary proteid solvents such 
as water, sodium chloride and dilute acids and alkalis but are 
very readily soluble in ether, benzene, chloroform and boiling 
alcohol. Each individual fat possesses a specific melting- or 
boiling-point (according to whether the body is solid or fluid 
in character) and this property of melting or boiling at a 
definite temperature may be used as a means of differentiation 
in the same way as the coagulation temperature (see page 60) 
is used for the differentiation of coagulable proteids. When 
shaken with water, or a solution of albumin, soap or gam 




FATS. 99 

arable, the fats are finely divided and assume a condition 
known as an emtilsioti. The emulsion with water is transitory, 
while the emulsions with soap or albumin solution are per- 
manent. 

The fat ingested continues essentially unaltered until it 
reaches the intestines where it is acted upon by steapsin the 
fat-splitting enzyme of the pancreatic juice (see page log), 
and glycerin and fatty acid are formed from a large portion of 
the fat. Part of the fatty acid thus formed is dissolved in the 
bile and absorbed while the remainder unites with the alkalis 
of the pancreatic juice and forms sohible soaps. These soaps 
may further act to produce an emulsion of the remaining fat 
and thus aid in its absorption. That bile is of assistance in the 
absorption of fat is indicated by the increase of fat in the 
feces when for any reason bile does not pass into the in- 
testines. 

The fat distributed throughout the animal body is formed 
partly from the ingested fat and partly from carbohydrates 

FiG. 36. 




and the " carbon moiety " of proteid material. Tlie formation 
of adipoccre and the occurrence of fatty degeneration are 
sometimes given as proofs of the formation of fat from pro- 
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teid. This is questioned by many investigators. Rather more 
satisfactory and direct proof of the formation of fat from 
proteid material has been obtained by experimentation upon 
fly-maggots. The normal content of fat in a number of 
maggots was determined and later the fat content of others 
which had developed in blood {84 per cent of the solid matter 
of blood plasma is proteid material) was determined. The 
fat content was found to have increased 700 to 1 100 per cent 
as a result of the diet of blood proteids. Some investigators 
are not inclined to accept these data as conclusive. 

Experiments on Fats. 

1. Solubility. — Test the solubility of olive oil in each of 
the ordinary solvents (see page 4) and in cold alcohol, hot 
alcohol, chloroform and ether. 

2. Formation of a Transparent Spot on Paper. — Place a 
drop of olive oil upon a piece of ordinary writing paper. Note 
the transparent appearance of the paper at the point of contact 
with the fat. 

3. Reaction, — Try the reaction of fresh olive oil to litmus. 
Repeat tlie test with rancid olive oil. What is the reaction of 
a fresh fat and how does this reaction change upon allowing 
the fat to stand for some time? 

4. Formation of Acrolein.— To a little olive oil in a mortar 
add some potassium bisulphate, KHSOj, and rub up thor- 
oughly. Transfer to a dry test-tube and cautiously heat. 
Note the irritating odor of acrolein. The glycerin of the fat 
has been dehydrolyzed and acrylic aldehyde or acrolein has 
been produced. This is the reaction which takes place: 



CHj'OH 

CH.-OH-»CHa^ 
CHa'OH 



= CH-CH0-i-2HA 



5. Emulsification.- — (a) Shake up a drop of neutral' olive 

oil with a little water in a test-tube. The fat becomes finely 
divided, forming an emulsion. This is not a permanent emul- 
sion since the fat separates and rises to the top upon standing. 

{&) To 5 CO. of water in a test-tube add 2 or 3 drops of 0.5 
per cent NagCOg. Introduce into this faintly alkaline solution 
a drop of neutral olive oil and shake. The emulsion while not 
permanent is not so transitory as in the case of water free 
from sodium carbonate. 

(c) Repeat (6) using- rancid olive oil. What sort of an 
emulsion do you get and why? 

(J) Shake a drop of neutral olive oil with a dilute albumin 
solution. What is the nature of this emulsion? Examine it 
under the microscope, 

6. Fat Crystals. — Dissolve a small piece of lard in ether in 
a test-tube, add an equal volume of alcohol and allow the 
alcohol-ether mi-xture to evaporate spontaneously. Examine 




'Neutral oli\e oil may be prepared by shaking ordinary olive oil willi a 
10 per ceni solution of sodium carbonate. This mixture should then be 
exlracied with ether and ihe ether removed by evaporation. The residue 
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the crystals under the microscope and ctjmpare them with 
those reproduced in Figs, 35,36 and 37 on pp. 96. 99 and Toi. 
7. Saponification of Bayberry Tallow. — Fill a large cas- 
serole two-thirds full of water rendered strongly alkaline with 
solid KOII (a stick one inch in length). Add about 10 grams 
of bayberry tallow and boil, keeping the volume constant by 
adding water as needed. When saponification is complete' 
add concentrated HCl slowly until no further precipitate is 
produced. Cool the solution and the precipitate of free fatty 
acid will rise to the surface and form a cake. In this in- 
stance the fatty acid is principally palmitic acid. Remove the 
Ciike, break it into small pieces, wash it with water by decanta- 




tion and transfer to a small beaker by means of 95 per cent 
alcfihol. Heat on a water-bath until the palmitic acid is dis- 
solved, then filter through a dry filter paper and allow the 
filtrate to cool slowly in order to obtain satisfactory crystals. 
Write the reactions which have taken place in this experiment. 
When the palmitic acid has completely crystallized filter 
'Place 2 or 3 drops in a icsi-iube full of water. If saponification is , 
complete the produc 
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off the alcoliol, dry the crystals between filter papers and try 
the tests given below. 

8. Palmitic Acid. — (a) Examine the crystals under the 
microscope and compare them with those shown in Fig. 38, 
opposite. 

(b) Solubility. — Try the solubility of palmitic acid in the 
same solvents as used on fats (see p. 100). 

(c) Melting-Point. — Determine 
the melting-point of palmitic aci(! 
by one of the methods given mi 
pages 104 and 105. 

(d) Formation of Transparent 
Spot on Paper.— Melt a little of 
the fatty acid and allow a drop to 
fall up<:m a piece of ordinary writ- 
ing paper. How does this com- 
pare with the action of a fat under 
similar circumstances? 

(e) Acrolein Test. — Apply the 
test as given under 4, page 100. 
Explain the result. 

9. Saponification of Lard. — To > v_r-T j l 
25 grams of lard in a flask add 
75 c.c. of alcoholic-potash solution 
and wann up(jn a water-bath imtil 
saponification is complete. (This 
point is indicated by the complete 
solubility of a drop of the sohition 
when allowed to fall into a little 
water.) Now transfer the solu- 
tion from the flask to an evapo- 
rating dish containing about 
c.c. of water and heat on a water- Melting- Point Apf*bati's. 
bath until all the alcohol has been 

driven off. Precipitate the fatty acid with HCI and cool the 
solution. Remove the fatty acid which rises to the surface. 
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neutralize the solution witli NajCOj and evaporate to dryness. 
Extract the residue with alcohol, remove the alcohol by evapo- 
ration upon a water-bath and on the residue of glycerin thus 
obtained make the tests as given below. 

10. Glycerin, (a) Taste. — What is the taste of glycerin? 
(6) Solubility. — Try the solubility of glycerin in water. 

alcohol and ether. 

(c) Acrolein Test. — Repeat the test as given under 4. p. 100. 

(d) Borax Fusion Test. — Fuse a little glycerin on a plat- 
inum wire with some powdered l)ora,\ and note the charac- 
teristic green flame. This color is due to the glycerin ester 
of boric acid. 

(e) Fi-liliiig's Test. — How does this result compare with the 
results on the sugars ? 

(/) Solution of Cu(OH)i,.— Form a little CufOH), by 
mixing CuSO, and KOH. Add a little glycerin to this sus- 
pended precipitate and note what occurs. 

11. Melting- Point of Fat. First Method. — Insert one of 
the melting-point tubes, furnished by the instructor, into the 
liquid fat and draw up the fat until the bulb of the tube is 
about one-half full of the material. Then fuse one end of the 
tube in the flame of a bunsen burner and fasten the tube to a 
thermometer by means of a rubber band in such a manner that 
the bottom of the fat column is on a level with the bulb of the 
thermometer (Fig.3g,p. 103). Fill a beaker of medium size 
about two-thirds full of water and place it within a second 
larger beaker which also contains water, the two vessels being 
separated by pieces of cork. Immerse the bulb of the ther- 
mometer and the attached tube in such a way that the bulb 
is about midway between the upper and the lower surfaces of 
the water of the inner beaker. The upper end of the tube 
being open it must extend above the surface of the surround- 
ing water. Apply gentle heat, stir t!ie water, and note the 
temperature at which the fat first begins to melt. This point 
is indicated by the initial transparency. For ordinary fats, 
raise the temperature very cautiously from 30^ C. To deter- 
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mine the congealing-point remove the flame and note the tem- 
perature at which the fat begins to solidify. Record the melt- 
ing- and congealing-points of the various fats submitted by the 
instructor. 

Second Method. — Fill a small evaporating dish about one- 
half full of mercury and place it on a water-bath. Put a 
small drop of the fat under examination on an ordinary 
cover glass and place this upon the surface of the mercury. 
Raise the temperature of the water-bath slowly and by means 
of a thermometer whose bulb is immersed in the mercury note 
the melting-point of the fat. Determine the congealing-point 
by removing the flame and leaving the fat drop and cover 
glass in position upon the mercury. How do the melting- 
points as determined by this method compare with those as 
determined by the first method? Which method is the more 
accurate, and why? 



CHAPTER Vir. 



PANCREATIC DIGESTION. 

As soon as the food mixture leaves the stomach it comes 
into intimate contact with the bile and the pancreatic juice. 
Since these fluids are alkaline in reaction there can obviously 
be no further peptic activity after they have become intimately 
mixed with the chyme and have neutralized tlie acidity pre- 
viously imparted to it by the hydrochloric acid of the gastric 
juice. The pancreatic juice reaches the intestine through the 
duct of Wirsung which opens into the intestine near the 
pylorus. 

Normally the secretion of pancreatic juice is brought about 
by the stimulation produced by the acid diyme as it enters the 
duodenum. This secretion is probably not due to a nervous 
reflex, but is dependent upon the presence, in the epithehal cells 
of the duodenum, of a body known as prosecretin. This 
body is changed into secretin through tJie hydrolytic action 
of the acid present in the chyme. The secretin is then ab- 
sorbed by the blood, passes to the pancreas and stimulates the 
pancreatic cells, causing a flow of pancreatic juice. The quan- 
tity of juice secreted under these conditions is proportional to 
the amount of secretin present. The activity of secretin solu- 
tions is not diminished by boiling, hence the body does not 
react like an enzyme. Further study of the l>ody may show 
it to be a definite chemical individual of relatively low molec- 
ular weight. It has not been possible thus far to obtain secre- 
tin from any tissues except the mucus membrane of the duo- 
denum and jejunum. 

The juice as obtained from a permanent fistula differs 
greatly in its properties from the juice as obtained from a 
temporary fistula, and neither form of fluid possesses the prop- 
erties of the normal fluid. Pancreatic juice collected from 
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a natural fistula has been found to be a colorless, clear, strongly 
alkaline fluid which foams readily. It is further characterized 
by containing albumin and globulin and by the absence of 
proteoses and peptone. The average daily secretion of pan- 
creatic juice is 650 c.c. and its specific gravity is 1.008. Tlie 
fluid contains 1.3 per cent of solid matter and the freezing- 
point is — 0.47^ C. The normal pancreatic secretion contains 
at least four distinct enzymes. They are trypsin, a proteolytic 
enzyme; amylopsin, an amylolylic enzyme; stcapsin, a fat- 
splitting enzyme; and pancreatic rcnnin, a milk-coagulating 
enzyme. 

The most important of the four enzymes of the pancreatic 
juice is the proteolytic enzyme trypsin. This enzyme resem- 
bles pepsin in so far as each has the power of breaking down 
proteid material, but the trypsin has much greater digestive 
power and is able to cause a more complete decomposition of 
the complex proteid molecule. In the process of normal diges- 
tion the proteid constituents of the diet are for the most part 
transformed into proteoses (albumoses) before coming in con- 
tact with the enzyme trypsin. This is not absolutely essential 
however, since trypsin possesses digestive activity sufficient to 
transform unaltered native proteids and to produce from their 
complex molecules comparatively simple fragments. Among 
the products of tryptic digestion are alkali albuminate, pro- 
teoses (albumoses), peptone, Icuciti, lyrosin, aspartic acid, 
glutamic acid, lysin, histidi)!, argitiin, tryptophan and am- 
monia. (The crystalline forms of many of these products 
are reproduced in Chapter IV.) Trypsin does not occur pre- 
formed in the gland, but exists there as a zymogen called 
Irypsinogen which bears the same relation to trypsin that 
pepsinogen does to pepsin. Trypsin has never been obtained 
in a pure form and therefore very little can be stated definitely 
as to its nature. The enzyme is the most active in alkaline 
solution but is also active in neutral or slightly acid solutions. 
Trypsin is destroyed by mineral acids and may also be de- 
stroyed by comparatively weak alkali (2 per cent sodium car- 
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bonate) if left in contact for a sufficiently long time. Tryp- 
stnog:en, on the other hand, is more resistant to the action of 
alkalis. 

The pancreatic juice which is collected by means of a fistula 
possesses practically no power to digest proteid matter. A 
body called enterokinase occurs in the intestinal juice and has 
the power of converting trypsinogen into trypsin. This proc- 
ess is known as the " activation " of trypsinogen and through 
it a juice which is incapable of digesting proteid may be made 
active. Enterokinase is not always present in the intestinal 
juice since jt is secreted only after the pancreatic juice reaches 
the intestine. It resembles the enzymes in that its activity is 
destroyed by heat, but differs materially from this class of 
bodies in that a certain quantity of intestinal juice is capable 
of activating only a definite quantity of trypsinogen. Entero- 
kinase has been detected in the higher animals, and a kinase 
possessing similar properties has been shown to be present in 
bacteria, fungi, impure fibrin, lymph glands and snake-venom. 
The activation of trypsinogen into trypsin may be brought 
about in the gland as well as in the intestine of the living 
organism (Mendel and Rettger). The manner of the activa- 
tion in the gland and the nature of the Ixxiy causing it are 
unknown at present. 

Amylopsin, the second of the pancreatic enzymes, is an 
aniylolytic enzyme which possesses somewhat greater digestive 
power than the ptyalin of the saliva. As its name implies, its 
activity is confined to the starches, and the products of its 
amylolytic action are dextrins and sugars. The sugars are 
principally iso-maltose and maltose and these by the further 
action of an inverting en7.yme are partly transformed into 
dextrose. 

It is probable that the saliva as a digestive fluid is not abso- 
lutely essential. The ptyalin is destroyed by the hydrochloric 
acid of the gastric juice and is therefore inactive when the 
chyme reaches the intestine. Should undigested starch be 
present at this point however, it would be quickly transformed 
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by the active amylopsin. This enzyme is not present in the 
pancreatic juice of infants during the first few weeks of life, 
thus showing very clearly that a starchy diet is not normal 
for this period. 

It has been claimed that amylopsin has a slight digestive 
action upon unboiled starch. 

The third enzyme of the pancreatic juice is called steapsin 
and is a fat-sp!itting enzyme. It has the power of splitting 
the neutral fats of the food by hydrolysis, into fatty acid and 
glycerin. A typical reaction would be as follows: 

C3HJO ■ C,sHgiC0)3 + 3H,0 = 

Tri-p>i™r,i«. 3(C.6Ha.C00H) + CaHJOH),. 



Recent researches make it probable that fats undergo saponi- 
fication to a very large extent prior to their absorption. The 
fatty acids formed, in part unite with the alkalis of the pan- 
creatic juice and intestinal secretion to form soluble soaps; 
in part they are doubtless absorbed dissolved in the bile. Some 
observers believe that the fats may also be absorbed in emul- 
sion — a condition promoted by the presence of the soluble 
soaps. After absorption the fatty acids are re-synthesized to 
form neutral fats with glycerin. 

Steapsin is very unstable and is easily rendered inert by the 
action of acid. For this reason it is not possible to prepare 
an extract having a satisfactory fat-splitting power from a 
pancreas which has been removed from the organism for a 
sufficiently long time to have become acid in reaction. 

The fourth enzyme of the pancreatic juice is called pati- 
creotic renntn. It is a milk-coagulating enzyme whose action 
is very similar to that of the enzyme renitin found in the gastric 
juice. It is supposed to show its greatest activity at a tempera- 
ture varying from 50° to 60° C. 
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PREPARATION OF AN ARTIFICIAL PANCREATIC 
JUICE. 

After removing the fat from the pancreas of a pig or sheep, 
finely divide the organ by means of scissors and grind it in a 
mortar. If convenient, the use of an ordinary meat chopper 
is a very satisfactory means of preparing the pancreas. 

When finely divided as above the pancreas should be placed 
in a 500 c.c, flask, about 150 c.c of 30 per cent alcohol added 
and the flask and contents shaken frequently for twenty-four 
hours. (What is the reaction of this alcoholic extract at the 
end of this period, and why?) Strain the alcoholic extract 
through cheese cloth, filter, nearly neutralize with KOH solu- 
tion and then exactly neutralize it with 0.5 per cent NfljCOj. 

pROULXTS OK Pancreatic Digestion, 
Take about 200 grams of lean beef which has been freed 
from fat and finely ground and place it in a large-sired beaker. 
Nearly fill the beaker with pancreatic extract prepared as 
above, add 5 c.c. of an alcoholic sohition of thymol to prevent 
putrefaction, and place the beaker in an incubator at 40° C. 
Stir the contents of the beaker frequently and add more 
thymol if it becomes necessary. Allow digestion to proceed 
for from 2 to 5 days and then separate the products formed 
as follows; Strain off the undissolved residue through cheese 
cloth, nearly neutralize the solution with dilute hydrochloric 
acid and then exactly neutralize it with 0.2 per cent hydro- 
chloric acid. A precipitate at this point would indicate alkali 
albuminate. Filter off any precipitate and divide the filtrate 
into two parts, a one-fourth and a three-fourth portion. 

Transfer the one-fourth portion to an evaporating dish and 
make the separation of pmlcch^cs and peptones as well as the 
final tests upon these bodies according to the directions given 
on page 59. 

Place about 5 c.c. of the three-fourth portion in a test-tube 
and add about i c.c. of bromine water. A violet coloration 
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indicates the presence of tryptophan (see page jy). Concen- 
"trate' the remainder of the three-fourth portion to a thin syrup 
and make the separation of leticin and tyrosin according to the 
directions given on page 81. 



GENERAL EXPERIMENTS ON PANCREATIC 
DIGESTION. 

Experiments on Trypsin. 

1 . The Most Favorable Reaction for Tryptic Digestion. 
— Prepare seven tubes as follows : 

(a) 2-3 c.c. of neutral pancreatic extract -f 2~^ c.c. of 
water. 

(b) 2-3 c.c. of neutral pancreatic extract + 2-3 c.c. of i per 
cent NajCOj. 

(c) 3-3 c.c. of neutral pancreatic extract + 2-3 c.c. of 0.5 
per cent NaaCO.-,. 

(d) 2—3 c.c. of neutral pancreatic extract + 2-3 c.c. of 0.2 
per cent HCl. 

(c) 2-3 c.c. of neutral pancreatic extract + 2-3 c.c. of 0.2 
per cent combined HCl. 

(f) 2-3 c.c. of neutral pancreatic extract + 2-3 c.c. of 0.4 
per cent boric acid. 

(g) 2-3 c.c. of neutral pancreatic extract + 2-3 c.c. of 0.4 
per cent acetic acid. 

Add a small piece of fibrin to the contents of each tube and 
keep them at 40^ C. noting the progress of digestion. In 
which tube do we find the most satisfactory digestion, and 
why? How do the indications of the digestion of fibrin by 
trypsin differ from the indications of the digestion of fibrin 
by pepsin? 

2. The Most Favorable Temperature. — {For this and 
the following series of experiments under tryptic digestion 
use the neutral extract plus an equal volume of 0.5 per cent 



' If the 



is alkaline in reaction, wliile it is being concentrated, the 
acids will be broken down and ammonia will be liberated. 
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Na^COa.) In each of four tubes place 5 c.c. of alkaline pan- 
cieatic extract. Immerse one tube in colfl water from the fau- 
cet, keep a second at room temperature and place a third on the 
water-bath at 40° C. Boil the contents of the fourth for a few 
moments, then cool and also keep it at 40^ C. Into each tube 
introduce a small piece of fibrin and note tlic progress of 
digestion. In which tube does the most rapid digestion occur? 
What is the reason? 

3. Influence of Metallic Salts, etc. — Prepare a series of 
tubes and into each tube place 6 vnhtmes of water, 3 volumes of 
alkahne pancreatic extract and i volume of one of the chemicals 
listed in E.xperiment 18 under Salivary Digestion, page 40, 

Introduce a small piece of fibrin into each of the tubes and 
keep them at 40° C. for one-half hour. Shake the tubes fre- 
quently. In which lubes do we get the least digestion? 

4. Influence of Bile.— Prepare five tubes as follows : 
(fl) Five c.c. of pancreatic extract -f J-i-i c.c. of bile. 
(6) Five c.c. of pancreatic extract + 1-2 c.c. of bile, 
(f ) Five c.c. of pancreatic extract + 2-3 c.c. of bile. 
(rf) Five c.c. of pancreatic extract + 5 c.c. of bile. 
{e) Five c.c. of pancreatic extract. 

Introduce into each tube a small piece of fibrin and keep 
them at 40° C. Shake the tubes frequently and note the prog- 
ress of digestion. Does the presence of bile retard tryptic 
digestion? How do these results agree with those obtained 
under gastric digestion? 

Experiments on Amylopsin. 

I. The Most Favorable Reaction. — Prepare seven tubes 
as follows : 

(fl) One c.c. of neutral pancreatic extract + l c.c. of starch 
paste + 2 c.c. of water. 

(6) One c.c. of neutral pancreatic extract + t cc- of starch 
paste + 2 c.c. of i per cent NajCOj. 

(c) One c.c. of netilral pancreatic extract + i c.c. of starch 
paste + 2 c.c. of 0.5 per cent NajCOa. 
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(d) One c.c. of neutral pancreatic extract + i c,c. of starch 
paste + 2 c.c. of 0.2 per cent HCt. 

(e) One c.c. of neutral pancreatic extract + i c.c. of starch 
paste 4- 2 C.C. of 0.2 per cent combined HCl. 

(/) One C.c. of neutral pancreatic extract + i c.c. of starch 
paste + 2 c.c. of 0.4 per cent boric acid. 

{g) One c.c. of neutral pancreatic extract -}- i c.c. of starch 
paste -\- 2 c.c. of 0.4 per cent acetic acid. 

Shake each tube thoroughly and place them on the water- 
bath at 40° C, At the end of a half-hour divide the contents 
of each tube into two parts and test one part by the iodine test 
and the other part by Fehling's test. Where do you 6nd the 
most satisfactory digestion? How do the results here com- 
pare with those obtained from the similar series under Trypsin, 
page III. 

2. The Most Favorable Temperature. — (For this and 
the following series of experiments upon amylopsin use the 
neutral extract plus an equal volume of 0.5 per cent NajCO.,.) 
In each of four tubes place 2-3 c.c. of alkaline pancreatic ex- 
tract. Immerse one tube in cold water from the faucet, keep a 
second at room temperature and place a third on the water- 
bath at 40° C. Boil the contents of the fourth for a few 
moments, then cool and also keep it at 40" C. Into each tube 
introduce 2-3 c.c. of starch paste and note the progress of 
digestion. At the end of one-half hour divide the contents of 
each tube into two parts and test one part by the iodine test 
and the other part by Fehling's test. In which tube do you 
find the most satisfactory digestion? How does this result 
compare with the result obtained in the similar series of experi- 
ments under Trypsin (see page m) ? 

3. Influence of Metallic Salts, etc. — Prepare a series of 
tubes and into each tube place 3 volumes of water, 3 volumes of 
alkaline pancreatic extract, 1 volume of one of the chemicals 
listed in Experiment 18 under Salivary Digestion, page 40, 
and 3 volumes of starch paste. Be sure to introduce the .r/ofc/i 
paste into the lube last. Why? Shake the tubes well and 
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place them on the vvaler-batli at 40" C. At the end of a half- 
hour divide the contents of each tube into two parts and test 
one part by the iodine test and the other part by Fehling's test. 
What are your conclusions? 

4. Influence of Bile. — Prepare five tubes as follows: 

(a) 2-3 c.c. of pancreatic extract -j- 2-3 ex. of starch paste 
+ yj-i C.C. of bile. 

(b) 2-3 c,c. of pancreatic extract + 2-3 c.c. of starch paste 
-f- 1-2 c.c. of bile. 

(c) 2-3 C.C. of pancreatic extract -j- 2-3 c.c. of starch paste 
-)- 2-3 C.C. of bile. 

(d) 2-3 c.c of pancreatic extract + 2-3 c.c of starch paste 
4- 5 c.c. of bile. 

(e) 2-3 C.C. of pancreatic extract + 2-3 c.c. of starch paste. 

Shake the tubes thoroughly and place them on the water- 
bath at 40^ C. Note the progress of digestion frequently and 
at the end of a half-hour divide the contents of each tube into 
two parts and test one part by the iodine test and the other part 
by Fehling's te.';t. What are your conclusions regarding the 
influence of bile upon the action of amylopsin? 

5. Digestion of Dry Starch. — To a little dry starch in a 
ttst-tulie add alunit 5 c.c. of pancreatic extract and place the 
tube on the water-bath at 40° C. .■\t the end of a half hour 
filter and test separate portions of the filtrate by the iodine and 
Fehling tests. What do you conclude regarding the action of 
amylopsin upon dry starch? Compare this result with that 
obtained in the similar experiment under Salivary Digestion 
(page 38). 

6. Digestion of Inulin. — To 5 c.c. of inuHn solution in a 
test-tube add 10 drops of pancreatic extract and place the tube 
on the water-bath at 40^ C. After one-half hour test the 
solution by Fehling's test.' Is any reducing substance present? 
What do you conclude regarding the digestion of inulin by 
amylopsin ? 

*If ihe inulin solution gives a reduction before being acted upon by the 
pancreatic juice, it will be necesury lo determine the extent of Ihe oHginal 
reduction by means I'f a " check " test ( see page 26) . 
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Experiments on Steapsin. 

1. "Litmus-Milk" Test. — Into each of two test-tubes in- 
troduce lo c.c. of milk and a small amount of litmus powder. 
To the contents of one tube add 3 c.c. of neutral pancreatic 
extract and to the contents of the other tube add 3 c.c. of water 
or of boiled neutral pancreatic extract. Keep the tubes at 40° 
C. and note any changes which may occur. What is the 
result and how do you explain it ? 

2. Ethyl Butyrate Test. — Into each of two test-tulies intro- 
duce 4 c.c. of water. 2 c,c. of ethyl butyrate, C,H,COO' C2H5, 
and a small amount of litmus powder. To the contents of one 
tube add 4 c.c. of neutral pancreatic extract and to the contents 
of the other tube add 4 c.c. of water or boiled neutral pan- 
creatic extract. Keep the tubes at 40'^ C. and observe any 
changes which may occur. What is the result and how do 
you explain it? Write the equation for the reaction which 
has taken place. 

Experiments on Pancreatic Rennin. 

Prepare two test-tubes as follows : 

(a) Five c.c. of milk + 10 drops of pancreatic extract. 

( b) Five c.c. of milk -(- 20 drops of pancreatic extract. 

Place the tubes at 40^-45"' C. for a half hour without 
shaking. Note the formation of a clot.' How does the action 
of pancreatic rennin compare with the action of the gastric 
rennin ? 

'This reaction will not always succeed, owing to conditions which art 
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BILE. 

Tlie bile is secreted coiitiniiously by the liver and passes into 
the intestine through the common bile duct which opens near 
the pylorus. Bile is not secreted contimioiisly into the intes- 
tine. In a fasting animal no bile enters the intestine, but 
wlien food is taken the bile begins to flow; the length of time 
elapsing between the ingestion of the food and the secretion of 
the bile as well as the qualitative and quantitative character- 
istics of the secretion depending upon the nature of the food 
ingested. Fats, the extractives of meat and the end-products 
of gastric digestion (acid albuminate, proteose^ and peptonei) 
cause a copious secretion of bile, whereas such substances as 
water, acids and boiled starch paste fail to do so. In general 
a rich proteid diet is supposed to increase the amount of bile 
secreted, whereas a carbohydrate diet would rather tend to 
decrease the amount. 

We may look upon the bile as an excretion as well as a 
secretion. In the fulfillment of its excretory function it passes 
such bodies as lecithin, metallic substances and cholesterin into 
the intestine and in this way aids in removing them from the 
organism. The bile assists materially in the absorption of 
fats from the intestine by its solvent action on the fatty acids 
formed by the action of the pancreatic juice. 

The bite is a very thick, viscid substance which is alkaline 
in reaction to litmus and ordinarily possesses a decidedly 
bitter taste. It varies in color in the different animals, the 
principal variations being yellow, brown and green. Fresh 
human bile ordinarily has a green or golden-yellow color. 
Post-mortem bile is variable in color. It is very difficult to 
determine accurately the amount of normal bile secreted dur- 
ing any given period. For an adult man it has been variously 
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estimated at from 500 c.c. to iioo c.c. for twenty-four hours. 
Tlie specific g^-avity of the bile varies between i.oro andi.040, 

and the freezing-point is about — 0.56'' C. As secreted by 
the h'ver, tlie bile is a clear, limpid fluid which contains a rela- 
tively low content of solid matter. Such bile would have a 
specific gravity of approximately i.oio. After it reaches the 
gall-bladder, however, it becomes mixed with mucous material 
from the walls of the gall-bladder, and this process coupled 
with the continuous absorption of water from the bile has a 
tendency to concentrate the secretion. Therefore the bile, as 
we find it in the gall-bladder, ordinarily possesses a higher 
specific gravity than that of the freshly secreted fluid. The 
specific gravity under these conditions may run as high as 
1 .040. 

The principal constituents of the bile are the salts of the 
bile aciils, bile pigments, neutral fats, lecithin and cholcsterin, 
besides the sahs of iron, copper, calcium and tnagncsium. 
Zinc has also frequently been found in traces. 

The bile acids, which are elaborated exchisively by the 
hepatic cells, may be divided into two groups, the glycocholic 
acid group and the taurocholic acid group. In human bile 
glycocholic acid predominates, while taurocholic acid is the 
more abundant in the bile of carnivora. The bile acids are 
conjugate amina-adds, the glycocholic acid yielding glycocoll, 

CHs - NH, 

COOH, 



bereas taurocholic acid 



and cholic acid upon decomposit 
gives rise to taurin, 

CHj-SOa-OH, 

and cholic acid under like conditions. Glycocholic acid con- 
tains some nitrogen but no sulphur, whereas taurocholic acid 
contains both these elements. The sulphur of the taurocholic 
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acid is present in the taurin (amino-etliyl-sulphonic acid), of 
which it is a characteristic constituent. There are several 
varieties of cholic acid and therefore we have several forms 
of glycochoUc and taurocholic acids, the variation in consti- 
tution depending upon the nature of tlie cholic acid which 
enters into the combination. The bile acids are present in the 
bile as salts of one of the alkalis, generally sodium. The sodi- 
um glycocholate and sodium taurocholate may be isolated in 
crystalline form, either as balls or rosettes of fine needles or in 
the form of prisms having ordinarily four or six sides (Fig. 
40. beUnv). The salts of the bile acids are dextro-rotatory. 
Among other properties these salts have the power of holding 
the cholesterin and lecithin of the bile in solution. 




The bile pigments are important and interesting biliary con- 
stituents. The following have been isolated: bilirubin, biH- 
verdiv, bilifttscin, biliprasin, bilibumin, bilicyanin and chole- 
ielin. Of these, bilirubin and biliverdin are the most important 
and predominate in normal bile. Bilirubin may be isolated as 
a reddish-yellow powder and biliverdin may be obtained in the 
form of 3 green powder. The colors possessed by the various 
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varieties of normal bile are due almost entirely to these two 
pigments, the biliverdin being the predominant pigment in 
greenish bile and the bilirubin being the principal pigment in 
lighter colored bile. The pigments, other than the two just 
mentioned, have been found almost exclusively in biliary cal- 
culi or in altered bile obtained at post-mortem examinations. 

Bilirubin, which is perhaps the most important of the bile 
pigments, is apparently derived from the blood pigment, the 
iron freed in the process being held in the liver. Bilirubin 
has the same percentage composition as hsematoporphyrin, 
which may be produced from haematin. It is a si)ecific product 
of the liver cells but may also be formed in other parts of the 
body. The pigment may be obtained, in part, in the form 
of reddish-yellow rhombic plates (Fig. 41, below) upon the 
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BlIJRUBIN (HiEMATOIDIN). (OgdcH.) 

spontaneous evaporation of its chloroform solution. The 
crystalline form of bilirubin is practically the same as that 
of haematoidin. It is easily soluble in chloroform, somewhat 
less soluble in alcohol and only slightly soluble in ether and 
benzene. Bilirubin has the power of combining with certain 
metals, particularly calcium, to form combinations which are 
no longer soluble in the solvents of the unaltered pigment. 
Upon long standing in contact with the air, the reddish-yellow 
bilirubin is oxidized with the formation of the green biliverdin. 
Bilirubin occurs in animal fluids as soluble bilirubin-alkali. 
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Solutions of bilirubin exliibtt no absorption-bands. If an 
ainmoniacal solution of bilirubin-alkab' in water is treated 
with a solution of zinc chloride, however, it shows bands 
similar to those of hilicyanin CAbsorption Spectra, Plate II), 
the two bands between C and D being rather well defined. 

Biliverdin Is particularly abiinilant in the bile of herbivora. 
It is soluble in alcohol and glacial acetic acid and insoluble in 
water, chloroform and ether. Biliverdin is formed from 
bilirubin upon oxidation. It is an amorphous substance, and 
in this differs from bilirubin which may be at least partly 
crystallized under proper conditions. In common with bih- 
rubin, it may be converted into hydrobilirubin by nascent 
hydrogen. 

The neutral solution of bilicyanin or cholecyanin is bluish- 
green or steel-blue and possesses a blue fluorescence, the alka- 
line solution is green with no appreciable fluorescence and the 
strongly acid solution is violet-blue. The alkaline solution 
exhibits three absorption-bands, the first a dark, well-defined 
band between C and D somewhat nearer C; the second a less 
sharply-defined band extending across D and the third a rather 
faint band between E and F, near E (Absorption Spectra. 
Plate II). The strongly acid solution exhibits two absorption 
bands, both lying between C and E and separated by a narrow 
space near D. A third band, exceedingly faint, may ordinarily 
be seen between b and F. 

Biliary calculi, otherwise designated as biliary cottcretiotis 
or gall stones, are frequently formed in the gall-bladder. 
These deposits may be divided into three classes, ckolcsierin 
calculi, pigment calculi and calculi made up almost entirely of 
inorganic material. This last class of calculus is formed prin- 
cipally of the carbonate and phosphate of calcium and is 
rarely found in man although quite common to cattle. The 
pigment calculus is also found in cattle, but is more common 
to man than the inorganic calculus. This pigment calculus 
ordinarily consists principally of bilirubin in combination with 
calcium; biliverdin is sometimes found in small amount. The 



cholesterin calculus is tlic ime fmini! most frequently in man. 
These may be formed almost entirely of cholesterin, in which 
event the color of the calcuUis is very light, or they may con- 
tain more or less pigment and inorganic matter mixed with the 
cholesterin, which tends to give us calculi of various colors. 
For discussion of cholesterin see page 222. 

Experiments on Bile. 

1. Reaction. — Test the reaction of fresh ox bile to litmus. 

2. Nucleo-proteid,— Acidify a small amount of bile with 
dihite acetic acid. A precipitate of nucleo-proteid forms. 

3. Inorganic Constituents. — Test for chlorides, sulphates 
and phosphates (see page 37). 

4. Tests for Bile Pigments, (a) Gmelin's Test.— To 
about 5 c,c. of covcenlraled nitric acid in a test-tube add 2-3 
c.c. of diluted bile carefully so that the two fluids do not mix. 
At the point of contact note the various colored rings, green, 
blue, violet, red and reddish-yellow. Repeat this test with 
different dilutions of bile and observe its delicacy. 

{&) Rosettbach's Modification of Gmelin's Test. — Filter 5 
c.c. of diluted bile through a small filter paper. Introduce a 
drop of concentrated nitric acid into the cone of the paper and 
note the succession of colors as given in Gmelin's test. 

{c) Hiippert's Reaction. — Thoroughly shake equal volumes 
of undiluted bile and milk of lime in a test-tube. The pig- 
ments unite with the calcium and are precipitated. Filter off 
the precipitate, wash it with water and transfer to a small 
beaker. Add alcohol acidified slightly with hydrochloric acid 
and warm upon a water-bath until the solution becomes col- 
ored an emerald green. 

(d) Hantmarsten's Reaction. — To about 5 c.c. of Hammar- 
sten's reagent' in a small evaporating dish add a few drops of 
diluted bile. A green color is produced. If more of the rea- 
gent is now added the play of colors as observed in Gmelin's 
test may be obtained. 

' Hamniarsien's reagent is made by mixing 1 volume of 25 per cent nilric 
acid and 19 volumes of 25 per ccnl hydrochloric acid and ihcn adding 1 
volume of this acid mixttirc 10 4 volumes of 95 per cent alcohol. 
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(e) Smith's Test. — To 2-3 c.c. of diluted bile in a test- 
tul)e add carefully about 5 c.c. of dilute tincture of iodine 
(.1 : 10) so that the fluids do not mix. A play of colors, green, 
blue and violet, is observed. In making this test upon the urine 
ordinarily only the green color is observed. Try the test upon 
various dilutions of bile and note its delicacy as compared 
with that of Gmelin's test. Which test do you consider the 
more delicate? 

5. Tests for Bile Acids, (a) Pettenkofers Test,— To 
5 c.c. oi diluted bile in a test-tul)e add 5 drops of a 5 per 
cent solution of saccharose. Xow run about 2-3 c.c. of con- 
centrated sulphuric acid carefully down the side of the tube 
and note the red ring at the i)oint of contact. Upon slightly 
agitating the contents of the tube the whole solution gradu- 
ally assumes a reddish color. As the tul)e l>ecomes warm, it 
should be cooled in running water in order that the tempera- 
ture of the solution may not rise above 70^ C. 

(&) Mylius's Modification of Pettenkofer's Test. To ap- 
proximately 5 c.c. of diluted bile in a test-tube add 3 drops of 
a very dilute (1:1 ,000) aqueous solution of furfurol, 

UC — CU 



nc (?(ui(). 


Now run about J 3 c.c. of concentrated sulphuric acid care- 
fully down the side of llic tube and note the red ring as above. 
In this case al^), upon shaking the tube, the whole solution is 
colored red. Keej) the tenij)erature of the solution below 70 ' 
C. as before. 

(c) Neukoinm's Mi)dificati()ji of Pcttenkofc/s Test. — To 
a few droi)s <^f diluted bile in an evai>orating dish add a trace 
of a dilute saccharose solution and one en- more drops of dilute 
su1[)huric acid. 1 evaporate on a water-bath and note the 
development of a violet color at the edge of the evai)orating 
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mixture. Discontinue the evaporation as soon as the color is 
observed. 

(d) V. Vdransky's Test. — To 5 c.c. of diluted bile in a test- 
tube add 3-4 drops of a very dilute (i :i,ooo) aqueous solution 
of furfurol. Place the thumb over the top of the tube and 
shake the tube until a thick foam is formed. By means of a 
small pipette add 2-3 drops of concentrated sulphuric acid to 
the foam and note the dark piitk coloration produced. 

(e) Hay's Test. — Cool about 10 c.c. of diluted bile in a 
test-tube to 17" C. or lower and sprinkle a little finely pulver- 
ized sulphur upon the surface of the fluid. The presence of 
bile acids is indicated if the sulphur sinks to the bottom of the 
liquid, the rapidity with which the sulphur sinks depending 
upon the quantity of bile acids present in the mixture. The 
test is said to react with bile acids when they are present in 
the proportion i : 120,000. 

Some investigators claim that it is impossible to dififerentiate 
between bile acids and bile pigments by this test. 

6. Crystallization of Bile Salts. — To 25 c.c. of undiluted 
bile in an evaporating dish add enough animal charcoal to 
form a paste and evaporate to dryness on a water-bath. Re- 
move the residue, grind it in a mortar and transfer it to a 
small flask. Add about 50 c.c. of 95 per cent alcohol and boil 
on a water-bath for 20 minutes. Filter, and add ether to the 
filtrate until there is a slight perniaticnt cloudiness. Cover the 
vessel and stand it away until crystallization is complete. 
Examine the crystals under the microscope and compare them 
with those shown in Fig. 40, page 118. Try one of the tests 
for bile acids upon some of the crystals. 
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7. Analysis of Biliary Calculi. — Grind the calculus i 
mortar with 10 c.c. of ether. Filter. 



Allow lo evaporale 1 
for ckoletlerin crystals (Fig. 43, 
p. \3S). 

(For further tests see experi- 
ment 8, below.) 



Residue L 
(On paper and in mortar.) 

Treat with diluie HCl and filter 



1 

Filttate n. 
Test for calcium, phos- 
Pkalts and Won. Evapo- 
rate remainder of filtrate 
to dryness in porcelain 
crncible and ignite. Dis- 
solve residue in dilute 
HC! and make alkaline 


1 
Seaidme IL 

(On paper and in mortar.) 
Waph with a little water. Dry the filter 
paper. 

Treat with 5 c.c: chloroform and filter. 


color indicate? copper. 


Filttate in. Sesidtie III. 
BUtTMbin. (On paper and in 
(Apply lest for bile mortar) ' 
pigments.) 

Treat with 5 c.c. of 
hot alcohol. 



BiUverdiK. 

8. Tests for Cholesterin. 

(a) Microscopical Examination. — Examine the crystals 
under the microscope and compare them with those shown in 
Fig. 42, page 125. 

(fr) Iodine-Sulphuric Acid Test. — Place a few crystals of 
cholesterin in one of the depressions of a test-tablet and treat 
with a drop of concentrated sulphuric acid and a drop of a 
very dilute solution of iodine. A play of colors consisting of 
violet, blue, green and red results. 

(c) The Liebermann-Burchard Test. — Dissolve a few crys- 
tals of cholesterin in 2 c.c. of chloroform in a dry test-tube. 
Now add 10 drops of acetic anhydride and 1-3 drops of con- 
centrated sulphuric acid. Tlie solution becomes red, then blue, 
and finally bluish-green in color. 
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frf) Salkozvski's Test. — Dissolve a few crystals of choles- 
terin in a little chloroform and add an equal volume of con- 
centrated sulphuric acid. A play of colors from bluish-red to 
cherry-red and purple is noted in the chloroform while the 
acid assumes a marked green fluorescence. 




{e) Schiff's Reaction. — To a little cliolesterin in an evapor- 
ating dish add a few drops of a mixture of 3 volumes of con- 
centrated sulphuric acid and i volume of 10 per cent ferric 
chloride. Evajxirate to dryness over a low flame and observe 
the reddish-violel residue which changes to a hlnish-i'iolet. 

9. Preparation of Taurin.— To 300 c.c, of bile in a casse- 
role add 100 c.c, of hydrochloric acid and heat until a sticky 
mass (dyslysin) is formed. This point may be determined by 
drawing out a thread-like portion of the mass by means of a 
glass rod, and if it solidifies immediately and assumes a brittle 
character we may conclude that all the taurocholic and glyco- 
chotic acid has been decomposed. Decant the solution and 
concentrate it to a small volume on the water-bath. Filter the 
hot solution to remove sodium chloride and other substances 
which may have separated, and evaporate the filtrate to dry- 
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ness. Dissolve tlie residue in 5 per cent hydrochloric acid 
and precipitate with ten volumes of 95 per cent alcohol. 
Filter off the taurin and recrystallize it from hot water. 
(Save the alcoholic filtrate for the preparation of glycocoll, 
page 127.) Make the following tests upon the taurin crystals: 

(0) Examine them under the microscope and compare with 
Fig. 43, below. 

(6) Heat a crystal upon platinum foil. Tlie taurin at first 
melts, then turns brown and finally carbonizes as the tempera- 
ture is raised. Note the suffocating odor. What is it? 

(c) Test the solubility of the crystals in water and in 
alcohol. 

(d) Grind up a crystal with four times its volume of dry 
sodium carlKjnate and fuse on platinum foil. Cool the residue, 
transfer it to a test-tube and dissolve it in water. Add a little 




dilute sulphuric acid and note the odor of hydrogen sulphide. 
Hold a piece of filter paper, moistened with a small amount of 
lead acetate, over the opening of the test-tube and observe the 
formation of lead sulphide. 
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10. Preparation of GlycocoU. — Concentrate the alcoholic 
filtrate from the last experiment (9) until no more alcohol 
remains. The glycocoll is present here in the form of an hydro- 
chloride and may be liberated from this combination by the 
addition of freshly precipitated lead hydroxide or by lead 
hydroxide solution. Remove the lead by HjS. Filter and 
decolorize the filtrate by animal charcoal. Filter again, con- 
centrate the filtrate and set it aside for crystallization. Gly- 
cocoll separates as colorless crystals (Fig-. 44, below). 

Fig. 44, 




^^^^^V' 






I r. Synthesis of Hippuric Acid. — To some of the glycocoll 

prepared in the last experiment or furnished by the instructor, 
add a little water, almut I c.c. of benzoyl chloride and render 
alkaline with potassium hydroxide solution. Stopper the tube 
and shake it until no more heat is evolved. Now render 
strongly alkaline with potassium hydroxide and shake the 
mixture until no odor of benzoyl chloride can be detected- 
Cool, acidify with HCl, add an equal volume of petroleum 
ether (ethyl ether may be substituted) and shake thoroughly 
to remove the benzoic acid. (Evaporate this solution and note 
the crystals of benzoic acid. Compare them with those shown 
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in Fig. 94, page 264.) Decant the ethereal solution into a por- 
celain dish and extract again with ether. The hippuric acid 
remains in the aqueous solution. Filter it off and wash it with 
a small amount of cold water while still on the filter. Remove 
it to a small shallow vessel, dissolve it in a small amount of hot 
water and set it aside for crystallization. Examine the crystals 
microscopically and compare them with those in Fig. 92, 
page 256. 

The chemistry of the synthesis is represented thus : 

CH2 • NHo («CI OC • NH • CH, -COOH. 

+ 



-0 



COOH 

GlycocolL Benzoyl chloride. Hippuric acid. 




CHAPTER IX. 



PUTREFACTION PRODUCTS. 

The putrefactive processes in the intestine are the result of 
the action of bacteria upon the proteid material present. This 
bacterial action which is the combined effort of many forms 
of micro-organisms is confined almost exclusively to the large 
intestine. Some of the products of the putrefaction nf proteids 
are identical with those formed in tryptic digestion although 
the decomposition of the proteid material is much more ex- 
tensive when subjected to putrefaction. Some of the more 
important of the putrefaction products are the following: 
fndol, skatol, paracresol, phenol, para-oxyphcnylpropionk acid, 
para-oxyphenylacetic acid, volatile fatly acids, hydrogen sul- 
phide, mcthatie, methyl mercaptan, hydrogen, and carbon diox- 
ide, beside proteoses, peptones, ammonia and amino acids. Of 
these the indol, skatol and phenol appear in part in the urine 
as ethereal sulphuric acids, whereas the oxyacids mentioned 
pass unchanged into the urine. The potassium indoxyl sul- 
phate (page 130) content of the urine is a rough indicator of 
the extent of the putrefaction within the intestine. 

The portion of the indol which is excreted in the urine is 
first subjected to a series of changes within tlie organism and 
is subsequently eliminated as indtcan. These changes may be 
represented thus : 



Co: 



NH 






NH 



/\ C(OH) /\ C(0-SO,H) 

NH NH 
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In the presence of potassium salts the indoxyl sulphuric add 
is then transformed into potassium indoxyl sulphate (or indi- 
can). 

y\ C(0-SO,K). 

kAJcH 
NH 

and eliminated as such in the urine. 

Indicaii may be decomposed by treatment with concentrate 
hydrochloric acid (see tests on page 255) into sulphuric acidi 
and indoxyl. The latter body may then be oxidized to form I 
indigo-blue thus: 

Nn NH NH 

Indmyl. Indigo-Wue. 

Skatol is likewise changed within the organism and elimi-' 
nated in the form of a chromogenic substance. 

Experiments on Putrefaction Products. 

In many courses in physiological chemistry the instructors 
are so limited for time that no extended study of the products 1 
of putrefaction can very well be attempted. Under such con- 1 
ditions the scheme here submitted may be used profitably in the J 
way of a demonstration. Where the number of students isj 
not too great, a single large putrefaction may be started, and,,] 
after the initial distillation, both the resulting distillate and'] 
residue may be distributed to the members of the class for in- ] 
dividual manipulation. 

Preparation of Putrefaction Mixture. — Place a weighed' \ 
mixture of coagulated egg albumin and ground lean meat i 
a flask or bottle and add approximately 2 liters o£ water for J 
every kilogram of proteid used. Sterilize the vessel and con-> 
tents, inoculate with the colon bacillus and keep at 40° C. for I 
two or three weeks. If cultures of the colon bacillus are not j 
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available, add 60 c.c. of a cold saturated solution of sodium 
carbonate for every liter of water previously added and inocu- 
late with some putrescent material (pancreas or feces).^ Mix 
the putrefaction mixture very thoroughly by shaking and 
insert a cork furnished with a glass tube to which is attached 
a wash bottle containing a 3 per cent solution of mercuric 
cyanide.^ This device is for the purpose of collecting the 
methyl mecaptan, a gas formed during the process of putrefac- 
tion. It also serves to diminish the odor arising from the 
putrefying material. Place the putrefaction mixture at 40^ C. 
for two or three weeks and at the end of that time make a 
separation of the products of putrefaction according to the 
following directions : 

Subject the mixture to distillation until the distillate and 
residue are approximately equal in volume. 

* Putrefying proteid may be prepared by treating 10 grams of finely 
ground lean meat with 100 c.c. of water and 2 c.c. of a saturated solution 
of sodium carbonate and keeping the mixture at 40** C. for twenty-four 
hours. 

'Concentrated sulphuric acid containing a small amount of isatin may 
be used as a substitute for mercuric cyanide. When this modification is 
employed it is necessary to use calcium chloride tubes to exclude moisture 
from the isatin solution. 
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PART I. 



MANIPULATION OF THE DISTILLATE. 

Acidify with hydrochloric acid and extract with ether. 



Ether Extract No. i. 
Add an equal volume of water, 
make alkaline with potassium hy- 
droxide and shake thoroughly. 



Ether Extract No. a. 
Evaporate spontaneously. Ittdol 
and skatol remain. Try proper re- 
actions (see pages 136 and 137). 



Ether Extract No. 3. 
Evaporate. Detect phenol and 

ctTSol ( paraorcM)! ). See p. 1.^8. 



Ether Extract No. 4. 
Evaporate. Volatile fatty acids 



Residue No. z. 

Allow the ether to volatilize. 
Evaporate and detect ammonium 
chloride crystals (Fig. 45, p. 133). 



Alkaline Solution No. i. 
Acidify with hydrochloric add, 
add sodium carbonate and extract 
with ether. 



Alkaline Solution No. a. 

Acidify with hydrochloric acid, 
and extract with ether. 



Final Residue. 
(Discard.) 



remam. 



DETAILED DIRECTIONS FOR MAKING THE 

SEPARATIONS INDICATED IN 

THE SCHEME. 

Preliminary Ether Extraction. — This extraction may be 
conveniently conducted in a separatory funnel. Mix the fluids 
for extraction in the ratio of tzvo volumes of ether to three 
volumes of the distillate. Shake very thoroughly for a few 
moments, then draw oflF the extracted fluid and add a new por- 
tion of the distillate. Repeat the process until the entire dis- 
tillate has been extracted. Add a small amount of fresh 
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ether at each extraction to replace that dissolved by the water 
in the preceding extraction. 

I Residue No. J.— Unite the portions of the distillate extracted 
as above and allow the ether to volatilize spontaneously. 
Evaporate until crystallization begins. Examine the crystals 
under the microscope. Ammonium chloride predominates. 
Explain its presence. 
Elhcr Extract No. i. — Add an equal volume of water, ren- 
der the mixture alkaline uith potassium hydroxide and shake 
thoroughly by means of a separatory funnel as before. The 
volatile fatty acids, contained among the putrefaction products, 
would be dissolved by the alkaline solution (No. i) whereas 
any indol or skalol would remain in the ethereal solution 
(No. 2). 

Alkaline Solution No. i. — Acidify with hydrochloric acid ■ 
and add sodium carbonate solution until the fluid is neutral or 
slightly acid from the presence of carbonic acid. At this point 
a portion of the solution, after being heated for a few moments, 
should possess an alkaline reaction on cooling. Extract the 
whoie mixture with ether in the usual way. using care in the 
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manipulation of the stop cock to relieve the pressure due to 
the evolution of carbon dioxide. The ether (Ether Extract 
No. 3) removes any phenol or cresol which may be present 
while the volatile fatty acids will remain in the alkaline solu- 
tion (No. 2) as alkali salts. 

Ether Extract Ko, 2, — Drive off the major portion of the 
ether at a low temperature on a water-bath and allow the resi- 
due to evaporate spontaneously. Indol and skatol should be 
present here. Prove the presence of these bodies. For tests 
for indol and skatol see p. — . 

Alkaline Solution No. 2, — Make strongly acid with hydro- 
chloric acid and extract with a small amount of ether, using a 
separatory funnel. As carbon dioxide is liberated here, care 
must he used in the manipulation of the stop cock of the funnel 
ill relieving the pressure within the vessel. The volatile fatty 
acids are dissolved by the ether (Ether Extract No. 4). 

Ether Extract Xo. 5. — Evaporate this ethereal solution on a 
water-bath. The oily residue contains phenol and cresol. The 
cresol is present for the most part as paracresol. Add some 
water to the oily residue and heat it in a flask. Cool and prove 
the presence of phenol and cresol. For tests for these bodies 
see page 138. 

Ether Extract Xo. 4. — Evaporate on a water-bath. The 
volatile fattv acids remain in tlie residue. 
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MANIPULATION OF THE RESIDUE. 

t wilh ether. 



Evaporate, filter and e 

L_ 



Ether Extract. Aqueous Solution. 

Evaporate, extract tiie residue Evaporate until crystals begin to 

with warm water and filter. form. Stand in a cold place untii 

crystallizalion is coinplcle. Filter. 



Crystalline Deposit. 

Consists of a mixture 
of Iclicin and tyrosin 
crystals. (Figs. 23, 24 
and 104, pages 68, 6g and 
326.) 



Filtrate No. t. 

Contains prolt-ose. pep- 
lane, aromalic acids and 
Iryplopkan. 



Filtrate No. a. Real 

Conlaiu.s nAyin-i'li and Contains i 

skatol- carbonic add. fatly acids. 



DETAILED DIRECTIONS FOR MAKING THE 

SEPARATIONS INDICATED IN 

THE SCHEME. 

Preliminary Ether Extraction. — This extraction may be 
conducted in a separatory funnel. In order to make a satis- 
factory extraction the mixture should be shaken very thor- 
oughly. Separate the ethereal solution from the aqueous por- 
tion and treat them according to the directions given below. 

Ether Extract. — Evaporate this solution on a safety water- 
bath until the ether has been entirely removed, Extract the 
residue with warm water and filter. 

Aqueous Solution. — Evaporate this solution until crystalli- 
zation begins. Stand the solution in a cold place until no 
more crystals form. This crystalline mass consists of impure 
leucin and tyrosin. Filter off the crystals. 
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Crystalline Deposit. — Examine ihe crystals under the micro- 
scope and compare them with tliose reproduced in Figs. 23, 
24 and 104, pages 68, 69 and 326. Do the forms of the 
crystals of leucin and tyrosin resemble those previously exam-i 
ined? Make a separation of the leucin and tyrosin and apply I 
typical tests according to directions given on pages 81 and 82, 

Filtrate No. i. — Make a test for tryptophan with bromine 
water (see page no), and, also with the Hopkins-Cole rea- 
gent (see page 45). Use the remainder of the filtrate for J 
the separation of proteoses and peptones. Make the separa- 
tion according to the directions given on page 59. 

Filtrate No. 2. — This solution contains para-oxyphenylacetic I 
acid, para-oxyphenylpropionic acid and skatol-carbonic acid. ] 
Prove the presence of these bodies by appropriate tests. Testa j 
for oxyacids and skatol-carbonic acid are given on page 138, j 

TESTS FOR VARIOUS PUTREFACTION 

PRODUCTS. 

Tests for Indol. 

I. Herter's Naphthaquinone Reaction. — (a) To a dilute j 
aqueous solution of indol ( i :50,ooo) add one drop of a 2 per I 
cent sohition of naphthaquinone sodium-nionosulphonate. No 
reaction occurs, Add a drop of a 10 per cent solution of 1 
potassium hydroxide and note the gradual development of a 
blue or blue-green color which fades to green if an excess of 
the alkali is added. Render the green or blue-green solution 
acid and note the appearance of a pink color. Heat facilitates 
the development of the color reaction. 

One part of indol in one million parts of water may be de- 
tected by means of this test if carefully performed. 

(&) If the alkali be added to the indol solution before the 
introduction of the naphthaquinone the course of the reaction 
is different, particularly if the indol solution is somewhat more 
concentrated than that mentioned above and if heat is used. 
Under these conditions the blue indol compound ultimately 
forms as fine acicular crystals which rise to the surface. 
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If we do not wait for the production of the crj'staniiie body 
but as soon as the blue color forms, shake the aqueous solution 
with chloroform, the blue color disappears from the solution 
and the chloroform assumes a pinkish-red hue. This is a 
distinguishing feature of the indol reaction and facilitates the 
differentiation of indol from other bodies which yield a 
similar blue color. 

2. Cholera-red Reaction. — To a little of the residue in a 
test-tube add one-tenth its volume of a 0.02 per cent solution 
of potassium nitrite and mix thoroughly. CarefulSy run con- 
centrated sulphuric acid down the side of the tube so that it 
forms a layer at the bottom. Note the purple color. Neutra- 
lize with potassium hydroxide and observe the production of 
a bluish-green color. 

3. Legal's Reaction. — To a small amount of the residue in 
a test-tube add a few drops of a freshly prepared solution of 
sodium nitroprusside, Na2Fe(CN)5NO -|- 2HaO. Render 
alkaline with potassium hydroxide and note the production of 
a violet color. If the solution is now acidified witli glacial 
acetic acid the voilet is transformed into a blue. 

4. Pine Wood Test. — Moisten a pine splinter with con- 
centrated hydrochloric acid and insert it into the residue. The 
wood assumes a cherry-red color. 

5. Nitroso-indol Nitrate Test. — Acidify some of the resi- 
due with nitric acid, add a few drops of a potassium nitrite 
solution and note the production of a red precipitate of nitroso- 
indol nitrate. If the residue contains but little indol simply a 
red coloration will result Compare this result with the resuh 
of the similar test on skajol. 



Tests for Skatol. 
I. Herter's Naphthaquinone Reaction.— The same pro- 
cedure may be used here as in the similar test under indol, 
page 136. The distinctive feature of dilute solutions of skatol 
when treated with the naphthaquinone compound is that they 
yield a violet or fnirple instead of a blue. Concentrated solu- 
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tioiis of skatol yield the blue color as noted with indol. This ] 
reaction possesses relatively the same delicacy as the indol 1 
reaction. 

2. Color Reaction with HCl. — Acidify some of the resi- 
due with concentrated hydrochloric acid. Note the production 
of a violet color. 

3. Acidify some of the residue with nitric acid and add a 
few drops of a potassium nitrite solution. Note the white 
turbidity. Compare this result with the result of the similar 
test on indol. 

Tests for Phenol and Cresol. 

I. Color Test. — Te-it a little of the solution with Millon's 
reagent. A red color results. Compare this test with the simi- 
lar cine under Tyrosin (see page 82). 

>. Ferric Chloride Test. — .Add a few drops of neutral 
ferric chloride solution to a little of the residual fluid. A dirty 
bluish-gray color is formed. 

3. Formation of Bromine Compounds. — Add some bro- 
mine water to a little of the fluid under examination. Note 
the crystalline precipitate of tribromphenol and tribromcrcsol. 

Tests for Oxyacids. 

1. Color Test. — Test a little of the solution with Millon's 
reagent. A red color results. 

2. Bromine Water Test. — Add a few drops of bromine 
water to some of the filtrate. A turbidity or precipitate 
is observed. 

Test for Skatol-carbonic Acid. 
Ferric Chloride Test. — .Acidify some of the filtrate with 
hydrochloric acid, add a few drops of ferric chloride solution 
and heat. Compare the end-reaction with that given by 
phenol. 



CHAPTER X. 
FECES. 

The feces is the residual mass of material remaining in the 
intestine after the full and complete exercise of the digestive 
and absorptive functions and is ultimately expelled from the 
body through the rectum. The amount of this fecal discharge 
varies with the individual and the diet. Upon an ordinary 
mixed diet the daily excretion by an adult male will aggregate 
110-170 grams with a solid content ranging between 25 and 
45 grams; the fecal discharge of such an individual upon a 
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a, Mulcic Rbcra : b, connective liiaiie : r. epithelium: d, leucocytes; c. spiral 
cells; /, g, h, i, various vegetable cells; k. "triple phaaphale " crystals; I. 
woody vegetable cells ; the whole interspersed with innumerable micro- 
organiims of various binds. 

vegetable diet will be much greater and may even Ije as 
great as 350 grams and possess a solid content of 75 grams. 
The variation in the normal daily output being so great ren- 
ders this factor of very little value for diagnostic purposes, 
except where the composition of the diet is accurately known. 
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Lesions of the digestive tract, a defective absorptive functioi 
or increased peristalsis as well as an admixture of mucus, p 
blood and pathological products of the intestinal wall 1 
cause the total amount of excrement to be markedly increasec 

The fecal pigment of llie normal adult is hydrobilin 
(urobilin or stercobilin). Neither bilirubin nor biliverdin 
occurs normally in the fecal disdiarge of adults, although the 
former may be detected in the excrement of nursing infants. 
The most important factor, however, in determining the colore 
of the fecal discharge is the diet. A mixed diet for instancefl 
produces stools which ' 
in ciilor from light to dai 
brown, an exclusive 
diet gives rise to a browif 
ish-black stool, whereas t 
stool resulting from a m 
diet is invariably light ( 
ored. Certain pigmented 
foods such as the chlort 
phyllic vegetables, and ' 
ious varieties of berries, ead 
afford stools having a c 
acteristic color. Certain 
drugs act in a similar wajfl 
to color the fecal discharge. This Is well illustrated by t 
occurrence of green stools following the use of calomel : 
of black stools after bismuth ingestion. The green color c 
the calomel stool is generally believed to be due to biliverdini 
V, Jaksch however claims to have proven this view to be i 
correct since he was able to detect hydrobilinibin (or urobi1in% 
but no biliz'crdifi in stools after the administration of calomd 
The bismuth stool derives its color from the black sulphid 
which is formed from the subnitrate of bismuth. In 1 
of biliary obstruction the grayish-white acholic stool is for 

Under nonual conditions the odor of feces is due to skai 
and iiiitiil. two bodies formed in the course of putrefaC 
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tive processes occurring witliin the intestine (see page 129), 
Such bodies as methane, methyl mercaptan and hydrogen sul- 
phide may also add to the disagreeable character of the odor. 
The intensity of the odor depends to a large degree upon the 
character of the diet, being very marked in stools from a meat 
diet, much less marked in stools from a vegetable diet and fre- 
quently hardly detectable in stools from a milk diet. Thus 
the stool of the infant is ordinarily nearly odorless and any 
decided odor may generally be readily traced to some patho- 
logical source. 

A neutral reaction ordinarily predominates in normal stools 
although slightly alkaline or even acid stooSs are met with. 
The acid reaction is encountered much less frequently than the 
alkaline and then commonly only following a vegetable dieL 

The form and consistency of the stool is dependent, in large 
measure, upon the nature of the diet and particularly upon 
the quantity of water ingested. Under nor- 
mal conditions the consistency may vaiT from 
a thin, pasty discharge to a firmly formed 
stool. Stools which are exceedingly thin 
and watery ordinarily have a pathological 
significance. In general the feces of the car- 
nivorous animals is of a firmer consistency 
than that of the herbivora. 
Cbvstals Among the macroscopical constituents of 

the feces may be mentioned the following: 
Intestinal parasites, undigested food particles, gall stones, 
pathological products of the intestinal wall, enteroliths, intes- 
tinal sand and objects which have been accidentally swallowed. 
The fecal constituents which at various times and under 
different conditions may be detected by the use of the micro- 
scope are as follows: Constituents derived from the food, 
such as muscle fibers, connective tissue shreds, starch granules 
and fat; formed elements derived from the intestinal tract, 
such as epithelium, erythrocytes and leucocytes; mucus; pus 
corpuscles; parasites and bacteria. In addition to the consti- 
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tuents named, the following crystalline deposits may be ( 
tected: Chalcstcrin, fatty acid, fat, bismuth sulphide, han 
toidin. " triple phosphate." Charcoi-Lcydcn crystals and thfl:l 
oxalate, carbonate, phosphate, sulphate and lactate of calciuuL I 

Tlie detection of minute quantities of blood in the feces' 
(" occult blood ") has recently become a recognized aid to a 
correct diagnosis of certain disorders. In tlie.'^e instances the 
hemorrhage is ordinarily so slight that the identification hy 
means of macroscopical characteristics as well as the micro- ■ 
scopical identification through the detection of erythrocytes J 
are both unsatisfactory in their results. Of the tests f 
for the detection of " occult blood " the aloin-turpentine tii 
(page 144) is probably the most satisfactory. Since ' 
blood " occurs with considerable regularity and frequency i 
gastrointestinal cancer and in gfastric and duodenal ulcer, its 1 
detection in the feces is of especial value as an aid to a correct j 
diagnosis of these disorders. 

For diagnostic purposes the macroscopical and microscopies 
examinations of the feces ordinarily yield much more * 
factory data than are secured from its chemical examination. 1 

Experiments on Feces. 

I. Macroscopical Examination. — If the stool is watc 
pour it into a shallow dish and examine directly. If it is fi 
or pasty it should be treated with water and carefully stirrt 
before the examination for macroscopical constituents 
attempted. 

The macroscopical constituents may be collected very satis- 
factorily by means of a Boas sieve (Fig. 49, page 143). 
sieve is constructed of two easily detachable hemispheres whid 
are held together by means of a bayonet catch. In using t 
apparatus the feces is spread out upon a very fine sieve c 
taiued in the lower hemisphere and a stream of water is allowa 
to play npon it through the medium of an opening in I 
upper hemisphere. The apparatus is provided with an orifii 
in the upper Jiemisphere through which the feces may 1 
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stirred by means of a glass rod during the washing process. 
After 15-30 minutes washing nothing but the coarse fecal 
constituents remain upon the sieve. 

2. Microscopical Examination. — Watery stools should be 
placed in a shallow dish, thoroughly mixed and a small amount 
removed to a slide for examination. Stools 
"^' '*^' nf a firm or pasty consistency should be 

. I A rubbed up in a mortar with water and a 

ill small portion of the resulting mixture trans- 

£^^^^^^ ferred to a slide for examination. In nor- 

^^I^^^Bdk mal feces look for food particles, bacteria 
^^^^^^^m a"<l crystalline bodies. In pathological 
j^^^^^^H stools, in addition to these substances, look 
^^^^^^^H for animal parasites and pathological prod- 
^^^^^^V of the intestinal wall. 

^^^^^/ 3- Reaction. — ^Thoroughly mix the feces 

Ui)'' and apply moist red and blue litmus papers 

H lo the surface. If the stool is hard it should 

I be mixed with water before the reaction 

Boas' Sieve '^ taken. Examine the stool as soon after 

defecation as is convenient, since the reac- 
tion may change very rapidly. The reaction of the normal 
stools of adult man is ordinarily neutral or faintly alkaline 
to litmus, but seldom acid. Infants' stools are generally acid 
in reaction. 

4. Starch. — If any imperfectly cooked starch-containing 
food has been ingested it will be possible to detect starch 
granules by a microscopical examination of the feces. If the 
granules are not detected by a microscopical examination, the 
feces should be placed in an evaporating ilish or casserole and 
boiled with water for a few minutes. Filter and test the filtrate 
by the iodine test in the usual way (see page 24). 

5. Cholesterin and Fat. — Extract the dry feces with ether 
in a Soxhlet apparatus (see Chapter XXII). If this apparatus 
is not available transfer the dry feces to a flask, add ether and 
shake frequently for a few hours. Filter and remove the 
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ether by evaporation. The residue contains cholestenn and 
the mixed fats of the feces. For every gram of fat add 
about i3'2 grams of solid potassium hydroxide and 25 c.e of 
95 per cent .ilcohol and boil in 3 flask on a water-hath for one- 
li^If hour maintaining the volume of alcohol constant. This 
atcoholic-potash has saponified the mixed fats and we now have 
a mixture of soaps and cholesterin. Add sodium chloride, in 
substance, to the mixture and extract with ether to dissolve out 
the cholesterin. Remove the ether by evaporation and ex- 
amine the residue microscopically for cholesterin crystals. 
Try any of the other tests for cholesterin as given on page 1 24. 

6. Blood. — Undecomposed blood may be detected macro- 
scopically. If uncertain, look for erythrocytes under the 
microscope, and spectroscopically for the spectrum of oxyhie- 
moglobin (see .\bsorption Spectra, Plate I). 

In case the blood has been altered or is present in minute 
amount ("occult blood"), and cannot be detected by the 
means mentioned above, the following tests may be tried : 

(a) Aloin'Turpetttme Test. — Mix the stool very thoroughly 
and take about 5 grams of the mixture for the test. Reduce 
this sample to a semi-fluid mass by means of distilled water 
and extract very thoroughly with an equal volume of ether 
to remove any fat which may be present. Now treat the ex- 
tracted feces with one-third its volume of glacial acetic acid 
and 10 c.c, of ether and extract very thoroughly as before. 
The acid-ether extract will rise to the top and may be removed. 

Introduce 2-^ c.c, of this acid-ether solution into a lest-tube, 
add an equal volume of a dilute solution of aloin in 70 per 
cent alcohol and 2-3 c.c. of ozonized turpentine and shake 
the tube gently. If blood is present the entire volume of fluid 
ordinarily becomes pink and finally cherry red. In some in- 
stances the color will be limited to the aloin solution which 
sinks to the bottom. This color reaction should occur within 
fifteen minutes in order to indicate a positive test for blood, 
since the aloin will turn red of itself if allowed to stand for a 
longer period. The color is ordinarily light yellow in a nega- 
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tive test. Hydrogen peroxide is not a satisfactory substitute 
for turpentine In this test. 

{&) Weber's Guaiac Test. — Mix a little feces with 30 per 
cent acetic acid to form a fluid mass. Transfer to a test-tube 
and extract with ether. If blood ts present the ether will 
assume a brownish-red color. Filter off the ether extract and, 
to a portion of the filtrate, add an alcoholic solution of guaiac 
(strength about i :6o)/ drop by drop, until the fluid becomes 
turbid. Now add hydrogen peroxide or old turpentine. In 
the presence of blood a bKie color is produced (see page 158). 

(c) Acid-Harmatin. — Examine some of the ethereal extract 
from the last experiment (b) spectroscopically. Note the 
typical spectrum of acid-ha:matin (see Absorption Spectra, 
Plate in, 

7. Hydrobilirubjn.— Rub up a small amount of feces in a 
mortar with a concentrated aqueous solution of mercuric 
chloride. Transfer to a shallow flat-bottomed dish and allow 
to stand several hours. The presence of hydrobilirubin will be 
indicated by a deep red color imparted to the feces. This red 

, color is due to the formation of hydrobilirubin-mercury. If 
unaltered bilirubin is present the feces will be green in color. 
Another method for the detection of hydrobilirubin is the 
following: Treat the dry feces with absolute alcohol acidified 
with sulphuric acid and shake thoroughly. The acidified alco- 
hol extracts the pigment and assumes a reddish color. Ex- 
amine a little of this fluid spectroscopically and note the typical 
spectrum of hydrobilirubin (Absorption Spectra Plate II). 

8. Bilirubin, {a) Cmelin's Test. — Place a few drops of 
concentrated nitric acid in an evaporating dish or on a porce- 
lain test-tablet and allow a few drops of feces and water to 
mix with it. The usual play of colors of Gmelin's test is pro- 
duced, »'. e., green, blue, violet, red and yellow. If so desired, 
this test may be executed on a slide and observed under the 
microscope. 

* Buckraastcr advices tlic use of an alcoholic soluiion of guaiaconic 
■f an alcoholic solution of gitaiac resin. 
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(&) Huppert's Test. — Treat the feces with water to i 
a semi-fluid mass, add an equal amount of milk of lime, shal 
thorottghly and filter. Wash the precipitate with water, then 
transfer both the paper and the precipitate to a small beaker 
or flask, add a small amount of 95 per cent alcohol acidified 
slightly with sulphuric acid and heat to boiling on a water- 
bath. The presence of bilirubin is indicated by the alcohol 
assuming a green color. 

9. Bile Acids. — Extract a small amount of feces with alco- 
hol and filter. Evaporate the filtrate on a water-bath to drive 
off the alcohol and dissolve the residue in water made slightly 
alkaline with potassium hydroxide, I'pon this aqueous solu- 
Liim try any nf the tests for bile acids given on page 122. 

10. Caseinogen.— Extract the fresh feces first with a dilute 
solution of sodium chloride, and later with water acidified with 
dilute acetic acid, to remove soluble proteids. Xow extract 
the feces with 0.5 per cent sodium carbonate and filter. Add 
dilute acetic acid to the filtrate to precipitate the caseinogen, 
being careful not to add an excess of the reagent as the casein- 
ogen would dissolve. Filter ofif the caseinogen and test it . 
according to directions given on page 192. Caseinogen is 
found principally in the feces of children who have been fed a 
milk diet. Mucin would also be extracted by the dilute alkali, 
if present in the feces. What test could you make on the 
newly precipitated body to differentiate between mucin and 
caseinogen ? 

11. Nucleoproteid. — Mix the stool thoroughly with water, 
transfer to a flask, and add an equal amount of saturated lime 
water. Shake frequently for a few hours, filter, and precipi- 
tate the nucleoproteid with acetic acid. Filter off this precipi- 
tate and test it as follows : 

(a) Phosphorus. — Test for phosphorus by fusion (sea 
page 223). 

(b) Solubility. — Try the solubility in the ordinary' solvents, 

(c) Proleid Color Test. — Tr>' any of the proteid color tests. 
What proof have you that the above body was not mucin? 
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What other test can you use to differentiate between nticleo- 
proteid and mucin? 

12. Albumin and Globulin. — Extract the fresh feces with 
a dilute solution of sodium chloride. (The preliminary extract 
from the preparation of caseinogen, page 146, may be utilized 
here). Filter, and saturate a portion of the filtrate with 
sodium chloride in substance. A precipitate signifies globulin. 
Filter off the precipitate and acidify the filtrate slightly with 
dilute acetic acid. A precipitate at this point signifies albumin. 
Make a proteid color test on each of these bodies. 

13. Proteose and Peptone. — Heat to boiling the portion 
of the sodium chloride extract not used tn the last experiment. 
Filter off the coaguhim, if any forms. Acidify the filtrate 
slightly with acetic acid and saturate with sodium chloride in 
substance. A precipitate here indicates proteose. Filter it 
off and test it according to directions given on page 59. Test 
the filtrate for pei)tone by the biuret test. 

14. Inorganic Constituents. — Prepare a dilute aqueous 
solution of dry feces and decolorize it by means of purified 
animal charcoal. Make the following tests upon the clear 
solution : 

(a) Chlorides. — Acidify with nitric acid and add silver 
nitrate, 

(6) Phosphates. — Acidify with nitric acid, add molybdic 
solution and warm gently. 

(c) Sulphates. — Acidify with hydrochloric acid, add barium 
ciiloride and warm. 



CHAPTER XI. 
BLOOD. 

Blood is composed oi three types of form-elements {a 
throcytes or red 1i1o<kI cnqniscles, leucix:>1es or while blo< 
corpuscles and blood plates or plaques) held in suspension 4 
a fluid called blood plasma. These fonn-eiements comp( 
about fio per cent of the blood, by weight. Ordinarily bleu 
is a dark red, opaque fluid due to the presence of the red blO( 
corpuscles, but through the action of certain substances s 
as water, etlier or chloroform it may be rendered iransparet 
Blood so altered is said to be lakcd. The iaking process i 
simply a liberation of tlie hienioglobin from the stroma of t 
red blood corpuscle, \orma! bliw^d is alkaline in reaction' 
litmus, the alkalinity being due principally to sodium carbonate 
The specific gravity of the blood of adults ordinarily varid 
Iwtween 1.045 ^^^ i-O/S- ^^ varies somewhat with the s 
the blood of males having a rather higher specific gravity thi 
that of females. Under patliolngical conditions also 
density of the blood may lie very greatly altered. The fre 
ing-point (-i) of normal blood is aixmt — 0.56''C. Vari 
tions between — 0.51^ and — 0.62° C. may be due entirely ^j 
dietar>' conditions, but if any marked variation is noted it c 
in most cases, be traced to a disordered kidney function. 
total amount of blood in the body has been variously estimate 
at from one-twelfth to one- fourteenth of the body weigl 
Perhaps 1/13.5 is the most satisfactory figure. 

Among the most important constituents of blood plasma a 
the four proteid bodies, fibr'uwgcn. nuclcoproteid. 
globulin (euglobulin and pseudo-globulin) and serum album 
Plasma contains about 8.2 per cent of solids of which ) 

' Recently it has been shown by physico-chemical methods that the b 
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proteid constituents named above constitute approximately 84 
per cent and the inorganic constitnents (mainly chlorides, 
phosphates and carbonates) approximately 10 per cent. 
Among the inorganic constituents sodium chloride predomi- 
nates. To prevent coagulation, blood plasma is ordinarily 
studied in the form of an oxalated or salted plasma. The 
former may be obtained by allowing the blood to flow from an 
opened artery into an equal volume of 0.2 per cent ammonium 
oxalate solution, whereas in the preparation of a salted plasma 
10 per cent sodium chloride solution may be used as the dilut- 
ing fluid. 

Fibrinogen is perhaps the most imfjortant of the proteid 
constituents of the plasma. It is also found in lymph and chyle 
as well as in certain exudates and transudates. Fibrinogen 
possesses the general properties of the globulins, but differs 
from serum globulin in being precipitated upon half-saturation 
with sodium chloride. In the process of coagulation of the 
blood the fibrinogen is transformed into fibrin. This fibrin 
is one of the principal constituents of the ordinary blood clot. 

The nucleo-proteid of blood possesses many of the charac- 
teristics of senun globulin. In common with this body it is 
easily soluble in sodium chloride, and is completely precipi- 
tated from its solutions upon saturation with magnesium sul- 
phate. It is much less soluble in dilute acetic acid than serum 
globulin and its solutions coagulate at 65''-6g'' C. 

The body formerly called serum globulin is probably not an 
individual substance. Recent investigations seem to indicate 
that it may be resolved into two individual bodies called 
euglobnlin and psciido globulin. The euglobulin is practically 
insoluble in water and may be precipitated in the presence of 
28-36 per cent of saturated ammonium sulphate solution. The 
pseudoglobulin. on the contrary, is soluble in water and is only 
precipitated by ammonium sulphate in the presence of from 
36 to 44 per cent of saturated ammonium sulphate solution. 

In common with serum globulin the body known as serum 
albumin seems also to consist of more than a single individual 
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substance. The so-calted serum albumin may be separated into 
at least two distinct bodies, one capable of crj'stallization, the 
other an amorphous body. The solution of either of these 
bodies in water gives the ordinary albumin reactions. The 
coagulation temperature of the serum albumin mixture as it 
occurs in serum or plasma varies from 70° to 85° C. according 
to the reaction of the solution and its content of inorganic 
material. Serum albumin differs from egg albumin in being 
more lievorolatury, in l>eiiig rendered less insoluble by alcohol. 
and in tlie fact that when precipitated by hydrochloric acid it is 
more easily soluble in an excess of the reagent. 

When blood coagulates and the usual clot fonns, a light yel- 
Icw fluid exudes. This is blood scrum. It differs from blood 
plasma in containing a large amount of tibrin ferment, a body 
of g^eat importance in the coagulation of the blood, and also 
in possessing a lower proteid content. The proteid material 
present in plasma and not found in serum is the fibrinogen 
which is transformed into fibrin in the process of coagulation 
and removed. The specific gravity of the serum of human 
blood varies between 1.02(1 and 1.032. 

Beside the proteid constituents already mentioned, other 
bodies which are found in both the plasma and serum are the 
following: Sugar (dextrose), fat, ensymes, lecithin, choles- 
terin and its esters, gases, coloring-malier {lutein or lipo- 
chrome) and mineral substances. In addition to these bodies 
the following substances have been detected in normal human 
bkxjd: Crcatiii. carbamic iiciti, hippuric acid, farnhctic acid. 
urea and ifriV acid. Some of the pathological constituents of 
blood are, proteoses, leucin, tyrosin and other amino acids, 
biliary consliluents and purin bodies. 

There has recently been considerable controversy regarding 
the form of the erythrocytes or red blood corpuscles of human 
blood. It is claimed by some investigators that the cells are 
bell-shaped or cup-shaped. As the erythrocytes occur nor- 
mally in the circulation, however, they are probably thin, non- 
nucleated, biconcave discs. When examined singly, under 
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the microscope, they possess a pale greenisli-yellow color (see 
Plate IV, opposite), whereas when grouped in large masses a 
reddish tint is noted. 

The blood of most mammals contains erythrocytes similar 
in form to those of human blood. In the blood of a few 
mammals, however, such as the llama and camel as well as in 
the blood of birds, fisbes, amphibians and reptiles the ery- 
throcytes are ordinarily more or less elliptical, biconvex and 
possess a nucleus. The erythrocytes vary in size witli the 
different animals. The average diameter of the erythrocytes 
of blood from various species is given in the following table :^ 

Elephant ii",, of an ineli. 

Guinea-pig jj^x o^ ^n '"eh. 

-Won ■ jAb of an inch. 

Monkey uVi of an inch. 

Dog ,1^ of an incli, 

iiat y^, of an inch. 

Rabbit ,^ of an inch. 

Mouse jVtT of an '"di- 

Lion nVi of an inch. 

Ox (^ of an incli. 

Horse fjjj of an inch. 

Pig jVJt of an inch ■ 

Cat .■ f^T, of an inch. 

Sheep ^^ of an inch. 

Goat iiVi of an inch. 

Mu3k-deci Tiits of an inch. 

The erythrocytes from whatever source obtained, consist 
essentially of two parts, the stroma or protoplasmic tissue and 
its enclosed pigment, li(pmogtohin. For human blood the 
number of erythrocytes present in the fluid as obtained from 
wetl-developed males in good physical condition is about 
5,500,000 per cubic millimeter.- The normal content of the 
blood of adult females is from 4,000,000 to 4,500,000 per 
cubic millimeter. The number of erythrocytes varies greatly 

' Wortnley's Micro-Chemistry of Poisons, second edition, p. 733, 
'This statement is based upon observations made npon the blood of 

athletes in training. It is generally stated in text-books that the blood 

of males contains about 5,000.000 per cubic mijlimeier. 
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Reproduced from a micro-pholo graph furnished by Prof. E. T. Rcichcrt of 
the University of Pennsylvania.' 

under different conditions. For instance the number may be 
increased after the transfusion of blood of the same species 
of animal; by residing in a high altitude; or as a result of 
strenuous physical exercise continued over a short period of 
time. An increase is also noted in starvation; after partaking 
of food; after cold or hot baths; after massage, as well as 
after the administration of certain drugs and accompanying 
certain diseases such as cholera, diarrhcea, dysentery and yel- 
low atrophy of the liver. A decrease in the number occurs in 
the different forms of anxmia. The number has been known 
to increase to 7,040,000 per cubic millimeter as a result of 
physical exercise, while r 1.000.000 per cubic millimeter have 
been noted in cases of polycythemia and increases nearly as 
great in cyanosis. The number has been known to decrease 
to 500,000 per cubic millimeter or lower in pernicious anaemia. 
Oxyhsemoglobin the coloring matter of the blood is a com- 

'The micro-photographs of oxyhxnioglobin (see pages IS^-ISS) and 
hsrain (see page 164) are reproduced through ihe courtesy of Profes- 
sors E. T. Reicherl and Amos P. Brown. o£ Ihe University of Pennsyl- 
vania, who are investigating the crystalhne forms of biochemic substances. 
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pound proteid. Tlirough treatment with hydrochloric acid it 
may be split into a protctd body called globin. and hittHo- 
ckromogcn an iron-containing pigment. The latter body is 
rapidly transfonned into haiuaiiu in the presence of ox>"gen 
and this in turn gives place lo hsniatin-hydrochloride or 
htemin ( Figs. 58 and 59. page 164). The pigment of arterial 
Wood is for the most part loosely combined with oxygen and 
is termed w.rvhwmoglobin, whereas the pigment of ven<«is 
blood is principally hemoglobin (so-called reduced Itsemoglo- 
bin). Oxyht-cmoglobin is the oxygen-carrier of the body and 
Iwlongs to tlie class of bodies known as respiratory pigments 
The reduction of oxylijemoglobin to form hemoglobin (& 
called reduced hemoglobin) occurs in the capillaries, Oxyi 
haemog^lobin may be crystallized and a specific fr>rm of crysta 
obtained from the blood of each individual species (see Fig! 
50 to 56. pages 13J to 155). This fact seems to indicate 
that there are many varieties of o.xyh;emoglobin. The pig-' 
ment is held within the stroma of the erythrocyte. The fol 
lowing bodies may be derived from b.-emoglobin. and each 
possesses a specific spectrum which serves as an aid in 
detection and identification : Oxyhicmoglobin, meth.'emoglo 
hin, carbon-monoxide h.-emoglohiii, nitric-oxide h:emoglobin«fl 
hEemochromogen, hematin. acid-hiematin. alkali-li^matin and! 
hxmatoporphyrin (see Absorption Spectra. Plates I and 11).^ 
The white corpuscles (or leucocytes) of human blood diffd 
from the red corpuscles (or erythrocytes) in being somewhi 
larger in size, in containing at least a single nucleus and iltl 
possessing ann«l>oid movement (see Plate IV, opposite j 
151). They are typical animal cells and therefore contain tlH 
following bodies which are customarily present in such crelk^ 
Proteids, fats, carbohydrates, lacithm, ckolcstcrin, inorgan^m 
salts and i<.'atcr. The normal number of leucocytes in hum 
blood varies between 5.000 and 10,000 per cubic millimeteta 
The ratio Ijetween the leucocv'tes and erythrocytes is j 
1 : 350-500. A Icucocytasis is said to exist when the nuin 
of leucocytes is increased for any reason. Leucocytoses i 
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be dividect into two general classes, the physiological and the 
pathological. Under the physiolo^cal form would be classed 
those leucocytoses accompanying pregnancy, parturition and 
digestion, as well as those due to mechanical and thermal 
infiiiences. The leucocytoses spoken of as pathological are 
the inflammatory, infectious. post-hs;morrhagic, toxic and 
experimental forms as well as the type of leucocytosis which 
accompanies malignant disease. 

The blood plates (platelets or plaques) are round or oval, 
colorless discs which possess a diameter about one-tbird as 
great as that of the erythrocytes^ Upon treatment with certain 
reagents, c. g., artificial gastric juice, they may be separated 
into a homogeneous, non-refractive portion and a granular, 
refractive portion. The blood plates are probably associated 
in some way with the coagulation of the blood. This relation- 
ship is not well understood at present. 

The processes involved in the coagulation of the blood are 
not fully understood. Several the<:)rie5 have been advanced 
and each has its adherents. The theory which appears to be 
fully as firmly founded upon experimental evidence as any is 
the following: Blood contains a zymogen called prothrombin 
which combines with the calcium salts present to form an 
enzyme known as thrombin or fibriu-fcriiicut. When freshly 
drawn blood comes in contact with the air the fibrin- ferment 
at once acts upon the fibrinogen present and gives rise to the 
formation of fibrin. This fibrin forms in shreds throughout 
the blood mass and, holding the form elements of the blood 
within its meshes, serves to produce the typical bliiofl clot. 
The fibrin shreds gradually contract, the whole clot assumes 
a jeliy-Iike appearance and the yellowish serum exudes. If, 
immediately uiron the withdrawal of blood from the body, the 
fluid be rapidly stirred or thoroughly " whipped " with a 
bundle of coarse strings, twigs or a specially constructed 
beater, the fibrin shreds will not form in a network through- 
out the blood mass but instead will cling to the device used 
in lieating. In this way the fibrin may be removed and the 
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remaining fluid is lermed defibrinalcd blood. The above 
theory of the coagulation of the blood may be stated briefly 
as follows : 

I. Prothrombin + Calcium Salts ^ Thrombin (or Fibrin- 
ferment). 

II. Thrombin for Fibrin- ferment) -f Fibrinogen ^= Fibrin. 
Among the medico-legal tests for blood are the following : 

(i) Microscopical identification of the erythrocytes. (2) spec- 
troscopic identification of blood solutions. (3) the guaiac test, 
(4) preparation of hsmin crystals. Of these four tests the 
last named is generally considered to be the most satisfactory. 
It gives equally reliable results with fresh blood and with blood 
from clots or stains of long standing, provided the latter have 
not been exposed to a high temperature, or to the rays of the 
sun for a long period. The technique of the test is simple 
(see page 163) and the formation of the dark brown or 
chocolate colored crystals of haemin (Figs. 58 and 59, page 
164) is indisputable proof of the presence of blood in the 
fluid, clot or stain examined. The weak point of the test, 
medico-legaily, lies in the fact that it does not differentiate 
between human blood and diat of certain other sjiecies of 
animal. 

The guaiac test (see page 163), although generally con- 
sidered less accurate than the ha^niin test, is really a more deli- 
cate test than the h^min test if properly performed. One of 
the most common mistakes in the manipulation of this test is 
the use of a guaiac solution which is tod concentrated and 
which, when brought into contact with the aqueous blood solu- 
tion, causes the separation of a voluminous precipitate of a 
resinous material which may obscure the blue coloration; this 
is particularly true of the test when used for the examination 
of blood stains. A solution of guaiac made by dissolving r 
gram of the resin in 60 c.c. of 95 per cent alcohol is very 
satisfactory for general use. The test is frequently objected 
to upon the ground that various other substances, c. g., tnilk, 
pus, saliva, etc., respond to the test and that it cannot tlierefore 
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be considered a specific test for blood and is of value only in a 
negative sense. We have demonstrated to our own satis- 
faction, however, that milk many times gives the blue color 
upon the addition of an alcoholic solution of guaiac resin 
without the addition of hydrogen peroxide or old turpentine. 
Buckraaster has very recently advocated the use of an alco- 
holic solution of guaiaconic acid instead of an alcoholic solu- 
tion of guaiac resin. He claims that he was able to produce 
the blue color upon the addition of thp guaiaconic acid to 
milk only when the sample of milk tested was brought from 
the country in sterile botllcs, and further, that no sample of 
London milk which he examined responded to the test. In 
the application of the guaiac test to the detection of blood, 
he states that he was able to detect lakcd blood when present 
in the ratio 1:5,000,000 and unlakcd blood when present in 
the ratio i : 1,000,000. This author considers the guaiac test 
to be far more trustworthy than is generally believed. 

Up to within very recent times it has been impossible to 
make an absolute differentiation of human blood. Recently 
however the so-called " biological " blood test has made such 
a differentiation possible. This test, known as the Bordet 
reaction, is founded upon the fact that the blood serum of an 
animal into which has been injected the blood of another ani- 
mal of different species develops the property of agglutinating 
and dissolving erythrocytes similar to those injected, but ex- 
erts this influence upon blood from no other species. The 
antiserum used in this test is prepared by injecting rabbits 
with 5-10 c.c. of human defibrinated blood, at intervals of 
about four days until a total of between 50 and 80 c.c. has been 
injected. After a lapse of one or two weeks the animal is 
bled, the serum collected, placed in sterile tubes and preserved 
for use as needed. In examining any specific solution for 
human blood it is simply necessary to combine the antiserum 
and the solution under examination in the proportion of i : 100 
and place the mixture at 37° C. If human blood is present 
in the solution a turbidity will be noted and this will change 



lOO I'UVSIOLOGICAL CHEMISTRY. 

within tliree hours to a distinctly flocculent precipitate, 
antiserum will react thus with no other known substance. 

Experiments on Blood. 
1. Defibnuted Ox-blood. 

1. Reaction. — Moisten red and blue litmus papers with loM 
per cent sodium chloride solution and test the reaction of t 
defibrinaied blood. 

2. Microscopical Examination. — Examine a drop of defi- 
brinated blood under the niicruscopc. Compare the objects you 
observe with Plate IV, opposite page 151. Repeat the test 
with a drop of your ow'n blood. 

.1. Specific Gravity. — Determine the specific gravity ofl 
defibrinated blood by means of an ordinary specific gravitj 
spindle. Compare this result with the specific gravity as de- 
termined by Hammersch lag's method in the next experiment,-! 

4. Specific Gravity by Hammerschlag's Method. — Fill an 1 
ordinary urinomelcr cylinder about one-half full of a mixture ] 
of chloroform and l>enzene. having a specific ^avity o£ I 
approximately 1.050. Into this mixture allow a drop of thej 
blood under examination to fall from a pipette or directly f ronifl 
the finger in case fresh blood is Iwing examined. Care musti 
be taken not to use too large a drop of blood and to keep the 1 
drop from coming in contact with ttie walls of the cylinder. 
If the blood drop sinks to the bottom of the vessel, thus show*^ 
ing it to be of higher specific gravity than the surroundingJ 
fluid, add chloroform until the blood drop remains suspended^ 
in the mixture. Stir carefully with a glass rod after adding 1 
the chloroform. 1 f the blood drop rises to the surface upon I 
being introduced into the mixtnre, thus showing it to be of 1 
lower specific gravity than the surrounding fluid, add bcnzene'l 
until the blood drop remains suspended in the mixtnre. Stiri 
with a glass rod after the Iwnzene is added. After the bloodj 
drop has been brought to a suspended position in the mixtun 
by means of one or more additions of chloroform and benu 
this final mixture should be filtered through muslin and its 
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Specific gravity accurately determined. What is the specific 
gravity o f the blood under examination ? 

5. Tests for Various Constituents. — Place 10 c.c. of de- 
fibrinated blood in an evaporating dish, dilute with 100 c.c. of 
water and heat to boiling. Is there any coagulation, and if so 
what bodies form the coagulum? At the boiling-point acidu- 
late slightly with dilute acetic acid. Filter. The filtrate should 
be clear and the coagulum dark brown. Reserve this coag- 
ulum. What body gives the coagulum this color? Evapo- 
rate the filtrate to about 25 cc, filtering off any precipitate 
which may form in the process. Make the following tests 
upon the filtrate: 

(a) Fchling's Test. — Test for sugar according to directions 
given on page 8. 

(6) Chlorides. — To a small amount of the filtrate In a test- 
tube add a few drops of nitric acid and a little argentic nitrate- 
In the presence of chlorides, a white precipitate of argentic 
chloride will form. 

(c) Phosphates. — Test for phosphates by nitric acid and 
molybdic solution according to directions given on page 37, 

(d) Proteose and Peptone, — Test a small amount of tlie 
solution for proteose and peptone by saturating with ammo- 
nium sulphate according to directions given on page 59. 

(e) Crystallisation of Sodium C/i/orirfe.~ Place the re- 
mainder of the filtrate in a watch glass and evaporate it on a 
water-bath. Examine the crystals under the microscope and 
compare them with those in Fig. 60, page 167. 

6. Test for Iron.— Incinerate a small portion of the coagu- 
lum from the last experiment { 5 ) in a porcefain crucible. Cool, 
dissolve the residue in dilute hydrochloric acid and test for iron 
by potassium ferrocyanide or ammonium sulphocyanide. 
Which of the constituents of the blood contains the iron? 

7. Laky Blood. — Note the opacity of ordinary defibrinated 
blood. Place a few cubic centimeters of this blood in a test- 
tube and add water, a little at a time, until the blood is ren- 
dered transparent. It is now laky blood. How does the water 
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act in causing lliis transparency? Examine a drop of laky 
blood under the microscope. How does its microscopical ap- 
pearance differ from that of unaltered blood? What i 
agents may be used to render blood laky ? 




8. Osmotic Pressure. — Place a few cubic centimeters of 
blood in each ot three test-tubes. Lake the blood in the first 
tube according to directions given in the last experiment (7) : 
add an equal vi>hmie of isotonic (o.q per cent) sodium chlo- 
ride to the blood in the second tube, and an equal volume of 
10 per cent sodium chloride to the blood in the third tube. 
Mix thoroughly by shaking and after a few moments examine 
a drop from each of the three tubes under the microscope 
(see Figs. 57 and 115. pages 162 and 337)- What do you 
find and what is your explanation from the standpoint of 
osmotic pressure? 

9. Diffusion of Haemoglobin, — Prepare some laky blood, 
thus liberating the hemoglobin from the erythrocytes. Test 
the diffusion of the h£emoglobin by preparing a dialyzer like 
one of the models shown in Fig. i. page 6. How does hiemo- 
globin differ from other well-known crystallizable Ijodies? 
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10. Guaiac Test. — To 5 c.c. of water in a test-tube add two 
drops of blood. By means of a pipette drop an alcohob'c 
solution of guaiac (strength about ::6o)' into the resulting 
mixture until a turbidity is observed and add old turpentine or 
hydrogen peroxide, drop by drop, until a blue color is obtained. 
Do any other substances respond in a similar manner to this 
test? Is a positive guaiac test a sure indication of the pres- 
ence of blood? 

11. Haemin Test. — (a) Ti'kiiinaiin's Mcllwd. — Place a 
very small drop of blood on a microscopic slide, add a minute 
grain of sodium chloride^ and carefully evaporate to dryness 
over a /ou' flame. Put a cover glass in place, run underneath 
it a drop of glacial acetic acid and icarm gently until the for- 
mation of gas bubbles is noted. Cool the preparation, exam- 
ine under the microscope and compare the crystals with those 
shown in Figs. 58 and 59, page 164. The hiemin crystals 
result from the decomposition of the hemoglobin of the bloofl. 
What are the steps involved in this process? The hsmin 
crystals are also called Teichmann's crystals. Is this an 
absolute test for blood? Is it possible to differentiate be- 
tween human blood and the blood of other species by means 
of the hsemin test? 

(b) Zeynek and Ncncki's Method. — To 10 c.c. of defibri- 
nated blood add acetone until no more precipitate forms. 
Filter off the precipitated proteid and extract it with 10 c.c. of 
acetone made acid with 2-3 drops of hydrochloric acid. Place 
a drop of the resulting colored extract on a slide, immediately 
place a cover glass in position and examine under the micro- 
scope. Upon the evaporation of the acetone, crystals of haimin 
will form. Larger crystals may be obtained by evaporating 
the acetone extract about one-half, transferring it to a stop- 
pered vessel and allowing it to remain over night. 

{c) Schalfi Jew's Method. — Place 20 c.c. of glacial acetic 

' Buckmaster advises the use of an alcoholic solution of gtiaiaconic 
arid instead of an alcoholic solution of guaiac resin. 
' Bnckmasier considers the use of potassium chloride prefernble. 
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Fig. 58. 







H.EM IN Crystals from Htm an Blood. 

Reproduced from a niicro-iihotngrapli furnished by Prof. E. T. Reichert, of 

the University of Pennsylvania. 



Fig. 59. 




IIamin Crystals from Sheep Blood. 

Reproduced from a micro-photograph furnished by Prof. E. T. Reichert, of 

the University of Pennsylvania. 
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acid in a small beaker and heat to 80° C. Add 5 c.c, of 
strained defibrinated blood, again bring the temperature to 
80° C, remove the flame and allow the mixture to cool. 
Examine the crystals under the microscope and compare them 
with those reproduced in Figs. 58 and 59, page 164. 

12. Catalytic Action. — To about 10 drops of blood in a 
test-tube add twice the volume of hydrogen peroxide, without 
shaking. The mixture foams. What is the cause of this 
phenomenon ? 

13. Preparation of Haematin. — Place 100 c.c. of lakcd 
blood in a beaker and add 95 per cent alcohol until precipitation 
ceases. What bodies are precipitated? Transfer the precipi- 
tate to a flask and boil with 95 per cent alcohol previously 
acidulated with sulphuric acid. Through the action of the acid 
the hemoglobin is split into hsmatin and a proteid body called 
globin. Later the " sulphuric acid ester of ha;matin " is 
formed, which is soluble in the alcohol. Continue heating 
until the precipitate is no longer colored, then filter. Partly 
saturate the filtrate with sodium chloride and warm. In this 
process the " hydrochloric acid ester of hasmatin " is formed. 
Filter and dissolve on the filter paper by sodium carbonate. 
Save this alkaline solution of haanatin and make a spectro- 
scopic examination later after becoming familiar with the use 
of the spectroscope. How does the spectrum of oxyhemo- 
globin differ from that of the derived alk-ali hirmatin' 

14. Variation in Size of Erythrocytes. — Prepare two 
small funnels with filler papers such as are used in quantitative 
analysis. Moisten each paper with normal (isotonic) salt 
solution. Into one funnel introduce a small amount of defibri- 
nated ox blood and into the other funnel allow blood to drop 
directly from a decapitated frog. Note that the tiltrate from 
the ox blood is colored whereas that from the frog blood is 
colorless. What deduction do you make regarding the relative 
size of the erythrocytes in ox and frog blood? Does either 
filtrate clot? Why? 
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n. Blood Serum. 



1. Coagulation Temperature. — Place 5 c.c. of 11 
serum in a test-tube and determine its temperature of coagula- 
tion according: to the method described on page 50. Note the 
temperature at which a cknidiiiess occurs as well as the tem- 
perature at which coagulation i^ complcte. 

2. Precipitation by Alcohol. — To 5 c.c. of serum in a 
test-tube add twice the amount of 95 per cent alcohol and 
thoroughly mix by shaking. What is this precipitate? Make 
a confirmatory le^t. Test the alcoholic filtrate for proteid. 
Explain the result. 

J,. Proteids of Blood Serum,^Piace about 20 c.c. of un- 
diluted serum in a small evaporating dish, heat to boiling and 
at the boiling-point acidify slightly with dilute acetic acid. Of 
what does this coaguluni consist? Filter off the coagulum 
(reser\e the filtrate) and test it as follows: 

(a) Milton's Reaction. — Make the test according to direc- 
tions given on page 44. 

(b) Xanthoproteic Test. — Make the test according to di- 
rections given on page 44. 

4. Sugar in Serum. — Test a little of the filtrate from Ex- 
periment 3 by Fcliling's lest. What do you conclude? 

5. Detection of Sodium Chloride. — (a) Test a little of 
the filtrate from Experiment 3 for chlorides, by the use of 
nitric acid and argentic nitrate. (6) Evaporate 5 c.c. of the 
filtrate from Experiment 3 in a watch glass on a water-bath. 
Examine the crystals and compare them with those reproduced 
in Fig. 60. page 167. 

6. Separation of Serum Globulin and Serum Albunin. 
— Place 10 c.c. of blood serum in a small beaker and saturate 
with magnesium sulphate. What is this precipitate? Filter 
it off and acidify the filtrate slightly with acetic acid. What 
is this second precipitate? Filter this precipitate off and test 
the filtrate by the biuret test. What do you coiiclinle? 
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111. Blood Plasma. 

1 . Preparation of Oxalated Plasma. — Allow arterial 
blood to run into an equal volume of 0.2 per cent ammoniuni 
oxalate solution. 

2. Preparation of Fibrinogen.^ — To 25 c.c. of oxalated 
plasma add an equal volume of saturated sodium chloride solu- 
tion. Note the precipitation of fibrinogen. Filter off the pre- 
cipitate (reserve the fihrate) and test it by a proteid color test 
(see page 44). 

3. Effect of Calcium. — Place a small amount of oxalated 
plasma in a test-tube and add a few drops of a 2 per cent 
calcium chloride solution. What occurs? Explain it. 

4. Preparation of Salted Plasma. — Allow arterial blood 
to run into an equal volume of a saturated solution of sodium 
sulphate or a 10 per cent solution of sodium chloride. Keep 
the mi.xtiire in a cold place for about twenty-four hours. 

5. Effect of Dilution. — Place a few drops of salted plasma 
in a test-tube and dilute it with 10-15 volumes of water. 
What do you observe ? Explain it. 

6. Crystallization of Oxyhaemoglobin. — Rcichert's Meth 
ud. — Allow the blood of the dog or horse to flow into an equal 
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volume of 7 per cent ammonium oxalate solution. Place a 

snnai! amount of tliis oxalated blood in a test-tube and lake it 

with elbcr, being careful to avoid an excess of the reagent. 

By means of a pipetle transfer a drop of this laked blood to .1 

slide, and when the edges of the drop begin to dry place t 

cover glass in position. Examine under the microscope and 

compare the crystals with those in Figs. 50 to 56, pages 152 

to 155- 

IV. Fibrin. ' 

1. Preparation of Fibrin. — Allow blood to flow directly 
from the animal into a vessel and rapidly n'hip it by means of 
a bundle of twigs, a mass of strong cords or a specially con- 
structed beater. If a pure fibrin is desired it is not best to 
attempt to manipulate a large volume of blood at one time. 
After the fibrin has been collected it should be freed from 
any adhering blood clots and washed in water to remove fur- 
ther traces of blood. The pure product should be very light 
in color. It may be preserved under glycerin, dilute alcohol 
or chloroform water. 

2. Solubility. — Try the solubility of small shreds of freshly 
prepared fibrin in the usual solvents. 

3. Millon's Reaction. — Make the test according to direc- 
tions given on page 44. 

4. Xanthoproteic Test. — Make the test according to di- 
rections given on page 44. 

5. Biuret Test. — Make tlie test according to directions 
given on page 45. 

V. Detection of Blood in Stains on Clotb, etc, 

1. Identification of Corpuscles.— I f the stain under ex- 
amination is on cloth a portion should be extracted with a few 
drops of glycerin or normal (0.9 per cent) sodium chloride 
solution. A drop of this solution should then be examined 
under the microscope to determine if corpuscles are present. 

2. Tests on Aqueous Extract. — A second portion of the 
stain should be extracted with a small amount of water and * 
the following tests made upon the aqueous extract: 
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(a) Hcemochromogen. — Make a small amount of the ex- 
tract alkaline by potassium hydroxide or sodimn hydroxide, 
and heat until a brownish-green color results. Cool and add 
a few drops of ammonium sulphide or Stokes' reagent (see 
page 170) and make a spectroscopic examination. Compare 
the spectrum with that of hasmochroraogen (see Absorption 
Spectra. Plate II). 

(ft) Hamin Test. — Make this test upon a small drop of 
the aqueous extract according to the directions given on page 

163. 

(c) Guaiac Test. — Make this test on the aqueous extract 
according to the directions given on page 163. The guaiac 
solution may also be applied directly to the stain without pre- 
vious extraction in the following manner: Moisten the stain 
with water, and after allowing it to stand several minutes, add 
an alcoholic solution of guaiac (strength about i :6o) and a 
little hydrogen peroxide or old turpentine. The customary 
blue color will be obser\'ed in the presence of blood. 

(rf) Acid Htrmalin. — If the stain fails to dissolve in water 
extract with acid alcohol and examine the spectrum for ab- 
sorption bands of acid ha^matin (see Absorption Spectra, 
Plate If). 

TI. Spectroscopic Exam ioat ion of Blood. 
(For Absorption Spectra see Plates I. and IT.). 

Either the aK^ii/ar-vision spectroscope (Figs. 62 and 63, 
pages 170 and 171 ) or the rfiViTZ-vision spectroscope (Fig. 61, 
page 170) may be used in making the spectroscopic examina- 
tion of the blood. For a complete description of these instru- 
ments the student is referred to any standard text-book of 
physics. 

I. Oxyhaemoglobin. — Examine dilute (1:50) defibrinated 
blood spectrosc^ipicaily. Note the broad absorption-band be- 
tween D and E. Continue the dilution until this single broad 
band gives place to two narrow bands, tlie one nearer the D 
line being the narrower. These are the typical absorption- 
bands of oxyhemoglobin obtained from dilute solutions of 
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blood. Now dilute tiie blood ■S'ery freely and note that tiiel 
bands gradually become more narrow and, if the dilution isj 
sufticieiilly great, they finally entirely disappear. 




2. Haemoglobin (so-called Reduced Haemoglobin).-- 
blood which has been diluted sufficiently to show well defmed^ 
oxyhemoglobin absorption-bands add a small amount of ] 

I-ic. 62. 




OK AlCALVSIa. 



Stokes' reagent.' The blood immediately changes in color 
from a bright red to a violet-red. The oxyhasmoglobin has 
been reduced through the action of Stokes' reagent and 

' Stokes' reaKcnl is a soluiion containing 2 per cent ferrous sulphate and 
3 per cent tartaric acid. When needed for use a small amount should be 
placed in a test-tube and ammonium hydroxide added until the predpitste 
which forms on the first addition of the hydroxide has entirely dissolved. 
This produces flHiiNiiiiiHin fcrrotartrate which is a reducing agent. 
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hzemoglobin (so-called reduced htcmoglobin) lias been formed. 
This has been brought aliout by the removal of 'some of the 
loosely combined oxygen from the oxyhaemogiobin. Examine 
this hemoglobin spectroscopically. Note that in place of the 
two absorption bands of oxyhicmoglobin we now have a single 
broad band lying almost entirely l>etween D and E, This is 

Fig. 63. 
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the typical spectrum of h?emog[obin, If the solution showing 
this spectrum be shaken in the air for a few moments it will 
again assume the bright red color of oxyliEemoglobin and show 
the characteristic spectrum of that pigment. 

3, Carbon Monoxide Haemoglobin. — The preparation of 
this pigment may be easily accomplished by passing ordinary 
iUuminating gas' through defibrinated ox-blood. Blood thus 
treated assumes a brighter tint (carmine) than that imparted 
by oxylijemoglobin. In very dilute solution oxyhiemoglobin 

'The so-called water gas wilh which ordinary illuminating gas is diluted 
contains usually as nmch as 20 per cent of carbon monoKide (CO), 
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appears yellowish-red whereas carbon monoxide hxmoglobni 
Under the same conditions appears bluish-red. Examine the 
carbon monoxide haemoglobin solution sjiectroscopically. Ob- 
serve that the spectrum of tliis body resembles the spectrum of 
oxyhaemoglobin in showing two absorplioii-bands between D 
and E. The bands of carbon monoxide hemoglobin, however, 
are somewhat nearer the violet end of the spectrum. Add 
some Stokes' reagent to the solution and again examine spec- 
troscopically. Note that the position and intensity of the 
absorption hands remain unaltered. 

4. Neutral Methasmoglobin, — Dilute a little defibrinated 
blood (1 no) and add a few drops of a freshly prepared 10 
per cent solution of potassium ferncyanide. Shake this mix- 
ture and observe that the bright red color of the blood is dis- 
placed by a brownish-red. Now dilute a little of this solutii 
and examine it spectroscopically. Note the single, very dai 
absorption-band lying to the left of D and. if the dilution ii 
sufficiently great, also observe the two rather faint bands lying 
between D and E in somewhat similar positions to those occu- 
pied by the absorption-bands of oxyhemoglobin. Add a few 
drops of Stokes' reagent to the methasmoglobin solution whill 
it is in position before the spectroscope and note the intn 
diate appearance of the oxyhemoglobin spectrum which 
quickly followed by that of hemoglobin. 

5. Alkaline Methaemoglobin. — Render a neutral solutii 
of methemoglobin. such as tlial used in the last experii 
(4). slightly alkaline with a few drops of ammonia. The soli 
tion becomes redder in color, due tn the formation of alkali] 
methemoglobin and shows a spectrum different from that ol 
the neutral body. In this case we have a band on either sit 
of D, the one nearer the red end of the spectrum being mui 
the fainter. A third band, darker than either of those 
tioned lies between D and E somewhat nearer E. 

6. Alkali H^ematin. — Observe the spectrum of the al 
hajmatin prepared in Experiment 13 on page 165. Also 
a spectroscopic examination of a freshly prepared alkali 
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lismatin.' The typical spectniin of alkali h^matin shows a 
single absorption-band lying across D and mainly toward the 
red end of the spectrum. 

7, Reduced Alkali Hsematin or Heemochromogen. — 
Dilute the alkali haimatin solution used in the last experiment 
(6) to such an extent that it shows no ahsoqjtion-band. Now 
add a few drops of Stokes' reagent and note that the greenish- 
brown color of the alkali ha^niatin solution is displaced by a 
bright red color. Tliis is due to the formation of haemochro- 
mogen or reduced alkali haimatin. Examine this solution 
spectroscopically and observe the narrow, dark, absorption- 
band lying midway between D and E. If the dilution is not 
too great a faint band Toav-be observed in the green extend- 
ing across E and b. -arj 

8. Acid Haematin. — To '-iome defibrinated blood add half 
its volume of glacial acetic acid and an equal volume of ether. 
Mix thoroughly. The acidified ethereal solution of hxmatin 
rises to the top and may be poured off and used for the spec- 
troscopic examination. If desired it may be diluted with 
acidified ether in the ratio of one part of glacial acetic acid 
to two parts of ether. A distinct absorption-band will be 
noted in tlie red between C and D and lying somewhat nearer 
C than the band in the niethremoglobin spectrum. Between D 
and F may be seen a rather indistinct broad band. Dilute the 
solution until this band resolves itself into two bands. Of 
these the more prominent is a broad, dark absorption-band 
lying in the green between b and F. The second, a narrow 
band of faint outline, lies in the light green to the red side 
of E. A fourth very faint band may be observed lying on the 
violet side of D. 

g. Acid Hsematoporphyrin. — To 5 c.c. of concentrated 
sulphuric acid in a test-tube add two drops of blood mixing 

'Alkali hiEmaliii may be prepared by mixing one volume of a con- 
centrated potassium hydroxide or sodium hydroxide solution and Iwo vol- 
umes of dilute (1:5) defibrinated blood. This mixture should be heated 
gradudly almost to boiling, then cooled and shaken for a 1 
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thorou^Iy by agitation after the addition of 
wiiie-red solution is produced. Examine this solution ^lectro- 
scopically. Acid hscmatoporpliyrin gives a spectrum with an 
absorption -band on either side ot ]i, the one nearer the red 
end of the spectrum Iieing the narrower. 

lo. Alkaline Hsematoporphjrrin. — Introduce the add 
hxmatoporphyrin sohition just txamined into an e.\cess of 
distilled water. Cool the sohition and add potassium hydrox- 
ide slowly until the reaction is hut slightly acid. A colored 
precipitate foniis which includes tlie principal portion of the 
hwmatoporphyrin. The presence of sodium acetate facili- 
tates the formation of this precipitate. Filler off the precipi- 
tate and dissolve it in a small amount of dilute potassium 
hydroxide. Alkaline hxmatopoc„j in prepared in this way 
forms a bright red solution and possesses four absorption- 
bands. The first is a very faint, narrow band in the red, 
midway between C and D: the second is a broader, darker 
band lying across D, principally to the violet side. The third 
absorption-band lies principally between D and E. extending 
for a short distance across E to the violet side, and the fourth 
band is broad and dark and lies between b and F. The first 
band mentioned is the faintest of the four and is the first to 
disappear when the solution is diluted. 

VIL Instruments Used in the Clinical Examination of tbe Blood. 

I. Fleischl's Haemomcter (Fig. 64. p. 175). — This is an 
instrument used quite extensively clinically, for the quantitative 
determination of haemoglobin. The instrument consists of a 
small cylinder which is provided with a fixed glass bottom and 
a movahle glass cover, and which is divided, by means of a 
metal septum, into two compartments of equal capacity. This 
cylinder is supported in a vertical position by means of a mech- 
anism which resembles the base and stage of an ordinary mi- 
croscope. Underneath the stage is placed a colored glass wedge 
(see Fig. 66, p. 176), so arranged as to run immediately 
beneath the glass bottom of one of ihe compartments of the 
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cylinder and ground in such a manner that each part of the 
wedge corresponds in color to a soKition of hemoglobin of 
some definite percentage. The glass wedge is held in a metal 
frame and may be moved backward or forward by means of a 
rack and pinion arrangement. A scale along the side of this 
frame indicates the percentage of 
tlie normal amount of hiemoglo- ^"'- ^■ 

Lin which each particular varia- 
tion in the depth of color of the 
ground wedge represents, fak- 
ing the normal h;emoglobin con- 
tent as 100.' In a position 
corresponding to the position of 
the mirror on the ordinary mi- 
croscope is attached a light- 
colored opaque plate which 
serves to reflect the light up- 
ward through the colored wedge 
and the cylinder to the eye of (Da Cofia.) 

the observer. 

In making a determination of the percentage of h.'emo- 
globin by this instrument the procedure is as follows: Fill each 
compartment about three-fourths full of distilled water. Punc- 
ture the finger-tip or lobe of the ear 
of the subject by means of a sterile 
needle or scalpel and, as soon as a 
drop of blood appears, place one end 
of the capillary pipette (I'ig. 65), 
which accompanies the instrument, 
against the drop and allow it to fill by 
capillary attraction. To prevent the 
blood from adhering to the exterior 
of the tube, and so render the deter- 
customary to apply a very thin 
coating of mutton fat to the outer surface before using or to 

'The scale of the ordinary instrument is usually too high. 
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! filled witli blood it 1 
be dipped into the water of one of the compartments < 
cylinder and all traces of the blood washed out with water by 
means of a small dropper which accompanies the instrument. 
If the blood is not well dis- 
'^''' ^ trihuteil tliroughout the 

compartment and does not 
form a homogeneous solu- 
tion the contents of the com- 
partment should be mixed 
thoroughly by means of the 
metal handle of the cap- 
illary measuring pipette. 
When this has been done each compartment should be completely 
filled with distilled water and the glass cover adjusted, care 
being taken that the contents of the two compartments do not 
mix. Now adjust the cylinder so that the compartment con- 
taining the pnre distilled water is immediately above the colored 
glass wedge. By means of the rack and pinion arrangement, 
manipulate the colored wedge, until a portion of it is found 
which corresponds in color with the diluted blood. When this 
agreement in color has been secured the point on the scaleJ 
corresponding to this particular color should be read and thCB 
actual percentage of ha;moglobin computed. For instance, ifl 
the scale reading is 90 it means that the blood under examina-]" 
tion contains 90 per cent of the normal quantity of hsemo^J 
globin, (". e., 90 per cent of 14 per cent. 

2. Fleischl-Miescher Haemometer, — The apparatus o^ 
Fleischl has recently been modified by Miescher. If all pit 
cautions are taken, the margin of error in the absolute quan-o^ 
tity of haemoglobin determined by this instrument does DotJ 
exceed 0.15-0.22 per cent by weight of the blood. Detailed* 
directions for the manipulation of the Fieischl-MiescherJ 
hasmometer accompany the instrument. In brief Miescher] 
modified the instrument as follows: (i) The scale of eact&fl 
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instrument is supplied with a caliber table of absolute hemo- 
globin values, expressed in milligrams : the scale of Fleischl's 
hasmometer shows the percentage of tijemoglobin in relation 
to an average selected somewhat arbitrarily. Thus many 
errors arising from the irregular coloring of the glass wedge 
of the older apparatus are avoided in the instrument as modi- 
fied. (2) Each instrument is accompanied by a measuring 
pipette (melangeur) which allows of a more accurate meas- 
urement of the blood than was possible with the capillary tubes 
of the older apparatus. (3) With the aid of the measuring 
pipette mentioned above blood of varying degrees of con- 
centration may be compared. In this way the individual ex- 
aminations are controlled and a check upon the accuracy of the 
graduation in the color of the glass wedge is also afforded. 
This wedge is much more evenly and accurately colored than 
in the unmodified apparatus of Fleischl. {4) Before reading 
the percentage as indicated by the scale, the chamber is covered 
with a glass and a diaphragm which sharply define the field 
on all sides without the formation of a meniscus. 

The measuring pipette is constructed essentially the same 
as the pipettes which accompany the Thoma-Zeiss Apparatus 
{see p. 182). The capillary portion, however, is graduated i, 
f/3 and yi which enables the observer to dilute the blood 
sample in the proportion of i ;2oo, 1 1300 or 1 1400 as he may 
desire. If there is difficulty in drawing in the blood exactly 
to one of the graduations just mentioned the amount of blood 
above or below the volume indicated by the graduation may 
be determined by means of certain delicate cross-lines which 
are placed directly above and below the graduation. Each 
cross-line corresponds to 357^ of the volume of the capillary 
tube from the tip to the i graduation, 

A 0.1 per cent solution of sodium carbonate is used to dis- 
solve tlie stroma of the erythrocytes and so render the blood 
solution perfectly clear. If this is not done the color of the 
biood solution invariably appears darker in tone than that of 
the colored glass wedge. A freshly prepared sodium carbo- 
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nale solution should Iw used in order Uiat the cheamess of 
the solution may not t>e marred by the presence of sodium 
bicarbonate. 

J. Dare's Hsemoglobinometer (Fig. 67. below). — This 
instrument, as the name signifies, is used for the determina- 
lion of lisenioglobin. Id 
^^ ^l' using either Fleischl's 

h^moiiieter or the in- 
strument as modified by 
Miescher the blood is di- 
luted for examination 
whereas with the Dare 
instrument no dilution is 
required. This probably 
allows of rather more 
accurate determinations 
tliaii are possible with 
ibe old Fleischl appa- 
raius. 

The instrument con- 
sists essentially of the fol- 
lowing parts : ( i ) A cap- 
illar*- observation cell, 
(2) a semicircular col- 
ored glass wedge, (3) a 
milled wheel for manip- 
ulating the wedge, (4) 
a candle used to illumi- 
nate portions of the cap- 
illary observation cell 
and the colored wedge, 
(5) a small telescope used in the examination of the areas 
illuminate<l by the candle flame. (6) a scale graduated in per- 
centages of the normal amount of hiemoglobin, (7) a hard 
rubber case, (8) a movable screen attached lo the case. 
The capillary observation cell is formed of two small. 




Da>e's H.eUni.u)»IMIMLiKk. ( 

R. Milled wHecI acting by 
beaiing on Ihe rim of Ihe color, due: 
S. caie inclosing color disc, and provided 
wilh a stage to wbicb (he blood cham- 
ber is litted : T. movable wing wbicli 
il swung outward during Ihc observation, 
to serve as a screen for the observer's eyes, 
and which acts as a cover lo inclose the 
color disc when the instrument is not in 
use; U, telescoping camera tube, in i>osi' 
don for examination : V. aperture admitting 
light for illumination of the color disc : X, 
capillary blood chamber adjusted to aiage 
of instrument, the slip of opaque glass. W, 
being nearest to the sourer of light: Y. 
detachable candle-holder: Z. rectangular slot 
through which the hzmoglobin scale indi- 
cated on the rim of the color disc is read. 
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polished rectang:u]ar plates of glass, one being transparent 
and the other opaque. When lieM in position on the instru- 
ment, by means of a small metal bracket, the opaque portion 
of the cell is nearer the candle and thus serves to soften the 
glare of light when an observation is being made. The trans- 
parent portion of the cell is directly over a circular opening 
in the case, through which the blood specimen is viewed by 
means of the small telescope. 

The semicircular colored glass wedge is so ground that 
each particular shade of color corresponds to that possessed 
by fresh blood which contains some definite percentage of 
ha:moglobin. It is mounted upon 
a disc which may be manipulated ^"'- ^■ 

by the milled wheel in sucli a 
manner as to bring successive 
portions of the wedge in position 
to be viewed through a circular 
opening contiguous to the opening 
through which the biood specimen 
is viewed. For a further descrip- 
tion of the instnmient see Figures 
67. 68 and 69, on pages 178, 179, 
;tnd iSo respectiveiy. 

In using the Dare ha?nioglobi- 
nometer proceed as follows : Punc- 
ture the finger-tip or lobe of the ear 
of the subject by means of a needle 
or scalpel ami, after a drop of blood 
of good proportions has formed, place the flat capillary observa- 
tion cell in contact with the drop and allow it to fill by capillary 
attraction (Fig. 69. page 180), Replace the cell in its proper 
place on the instrument. When in position, a portion of this 
cell may be observed through a small telescope attached to the 
apparatus. It is viewed through a circular opening and near 
this circle is a second one through which a portion of a semi- 
circular colored glass wedge is visible. These two circles are 
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illuminaled simultaneously by means of the flame of a candle. 1 
The colored glass may be rotated by means of a milled whed 
and the point of agreement of the color of the adjoining discs I 
may be determined in the same way as in Fleischl's haemom- ; 
eter. The scale reading gives tlie percentage of the nnnnal i 
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quantity of haemoglobin which the blood sample under exami- 
nation contains. Compute the actual hemoglobin content in , 
the same manner as from the scale reading of tlie Fleischl I 
hsmonicter (see page 176)- 

4. Tallquist's Haimoglobin Scale. — This consists essen- 
tially of a series of ten colors corresponding to stains produced I 
by blood containing varying percentages of haemoglobin. In | 
using this scale a drop of blood is allowed to fall on a small , 
section of fiUer paper and the resulting color is compared with 
the ten colors of the scale. When the color in the scale is 
found which corresponds to the color of the blood stain tlic 1 
accompanying hemoglobin value is read off directly. This , 
is a very convenient method for determining h;emoglobin at ] 
the bedside. There is a possibility of the colors being in- 
accurately printed, however, and even if originally correct in I 
tint, under the continued influence of air and light they must \ 
eventually alter somewhat, 

5. Thoma-Zeiss Haemocytometer. — This is an inattu^jl 
ment used in "blood counting," 1. e., in determining the nuithl 
her of erythrocytes and leucocytes. The instrument consists \ 
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of a microscopic slide constnicted of heavy glass and provided 
with a central counting cell (see Fig. 70, below). This cell, 
with the cover-glass in position, is exactly o.i millimeter deep. 
The floor of the cell is divided by delicate lines into squares 
each uf which is j^j of a square millimeter in area (see Fig, 
"ji, p. 183). The volume of blood therefore between any par- 
ticular square and the cover glass above must be jg^^g cubic 



Fig. 70. 
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millimeter. Accompanying each instrument are two capil- 
lary pipettes (Fig. 71, p. 182), each constructed with a mixing 
bulb in its upper portion. Each bulb is further provided with 
an enclosed glass bead which is of great assistance in mixing 
the contents of the chamber. The stem of each pipette is 
graduated in tenths from the tip to the bulb. The final grad- 
uation at the upper end of the bulb is loi on the pipette used 
in mjxtng the blood sample in which the erythrocytes are 
counted ( erythrocytometer, see Fig. 71, p. 182), and I r on the 
pipette used in mixing the blood sample for the leucocyte 
count (leucocytometer,see Fig. 71, p. 182), In raakiHg"blood 
counts " with the h:emocytometer it is necessary to use some 
diluting fluid. Two very satisfactory forms of fluid for this 
purpose are Toison's and Sherrington's solutions.' When 



' Toison's soUitio 


n has the follow- 


Sherrington's soliui 


ju has the fol- 


ing formula : 




lowing formula: 




Methyl violet ... 


coasgram. 


Methylene-blue .... 


.. 0.1 gram. 


Sodium chloride 


1 gram. 


Sodium chloride ... 


1.2 gram. 


Sodium sulphate 


8 grams. 


Neutral potassium c 


X- 


Glycerin 


30 grams. 


alate 


1.2 gram. 


Distilled water ,. 


ifiograms. 


Distilled water 


..300.0 grams 
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Fig, 71. 



either of these solutions is used as the diluting fluid it is possi- 
ble to make a very satisfactory count of txitli the erytlirocytes 
and leucocytes from the same preparation, since the leucocytes 1 
are stained by the methyl violet or methylene-blue. 

In counting the erythrocytes by means | 
of the hreniocytometer proceed as follows : 
Thoroughly cleanse the tip of the finger 
or lobe of the ear of llie subject by the use 
of soap and water, alcohol and ether ap- 
plied in the sequence just given. Punc- 
ture the skin by means of a needle or scalpel 
and allow liie blood drop to fomi without 
pressure. Place the tip of the pipette in 
contact ttilli the blood drop, being careful 
to avoid touching the skin, and draw blood 
into the pipette up to the point marked 0.5 
or I according to the desired dilution. 
Rapidly wipe ihe tip of the pipette and 
immediately fill it to the point marked loi 
with Toison's or Sherrington's solution. 
Now thoroughly mix the blood and diluting 
fluid within the mixing chamber by tapping 
the pipette gently against the finger or by 
shaking it while held securely with the 
thumb at one end and the middle fiirger at 
the other. After the two fluids have been 
thoroughly mixed the diluting fluid con- 
tained in the capillary-tube below the bulb 
should be discarded in order Jo insure the 
collection of a drop of the thoroughly mixed 
blood and diluting solution for examina- 
cyiomcicr. ^'o"- Transfer a drop from the pipette to 

the ruled floor of the counting chamber and, 
after placing the cover-glass firmly in position,' allow an 

'If the cover glass is in accurate apposition to tile counting cell New- _ 
Ion's rings may bo plainly observed. 



Thoua-Zkiss Cap- 

A, Erythrocyte m- 
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interval of a few minutes to elapse for the corpuscles to settle 
before making tlie count. Now place the slide under the 
microscope and count the number of erythrocytes in a num- 
ber of squares, counting the corpuscles which are in contact 
with the upper and the right hand boundaries of the square 
as belonging to that square. Take the squares in some definite 
Fig. 72. 




sequence in order that the recounting of the same corpuscles 
may be avoided. Of course, all things being equal, the 
greater the number of squares examined the more accurate 
the count. It is considered essential under all circumstances, 
where an accurate count is desired, that the counting chamber 
shall be filled at least twice and the individual counts made in 
each instance, as indicated above, before the data are deemed 
satisfactory. 

To calculate the number of erythrocytes per cubic milli- 
meter of undiluted blood proceed as follows: Determine the 
number of corpuscles in any given number of squares and 
divide this total by the number of squares, thus obtaining the 
average number of erythrocytes per square. Multiply this 
average by 4,000 to obtain the number of erythrocytes per 
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cubic millimeter of diluted Wood, and tniiltipK- this prodtKt 
by loo or 200, according to tlie dilution, to obtain the number 
of erjthrocyles per cubic millimeter of undiluleii hlnod. Thus : 





■100) 



Number of eryUtrocjrtei 
p«r nibic minimctcr. 



Great care should be taken to see that the capillary pipette 
is properly cleaned. After using, it should be immediately 

ised out with the diluting fluid, then with water, alcohol and 
ether in the sequence given. Finally dry air should be drawn 
through the capillary and a horse hair inserted to prevent the 
entrance of dust particles. 

In counting leucocytes by means of the lisemocytomcter pro- 
ceed as follows: As mentioned above, if the diluting fluid is 
either Toison's or Sherrington's solution the leucocytes may 

Fig. 73- 
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be counted in the same specimen of blood in which the ery- 
throcytes are counted. When this is done it is customary to 
use a slide provided with Zappert's modified ruling (Fig. 73, 
above). This method is rather more accurate than the older 
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one of counting tlie leucocytes in a separate specimen of 
blood. Furthermore it is obviously preferable to count both 
the erythrocytes and the leucocytes from the same blood 
sample. To insure accuracy the number of leucocytes within 
the whole ruled region should be determined in duplicate blood 
samples. This includes the examination of an area eighteen 
times as great as the old style Thoma-Zeiss central ruling. 
This region then would correspond to 3,600 of the small 
squares and if duplicate examinations were made the total 
number of small squares examined would aggregate 7,200, 
The calculation would be as follows : 

Number of leucocytes 
7,200 squares 



X 200X4 



If a Zappert slide is not available a good plan to follow is 
to place a diaphragm In the tube of the ocular of the micro- 
scope consisting of a circle of black cardboard or metal' hav- 
ing a square hole in its centre of such a size as to allow of 
the examination of exactly roc squares or one-fourth of n 
square millimeter at one time. With this arrangement any 
portion of the specimen may be examined and counted whether 
within or without the ruled area. In counting by means of 
this device it is of course helpful if the microscope is pro- 
vided with a mechanical stage, but even without this arrange- 
ment, if the observer is careful to see that the leucocytes at 
the extreme boundary of one field move to the opposite bound- 
ary when the position of the slide is changed, the device may 
be very satisfactorily employed. The leucocytes should be 
counted in 36 of the diaphragm-fields in duplicate specimens 
and the calculation made in the same manner as explained 
above. 

If the leucocytes are counted in a separate specimen of 
blood ordinarily the diluting fluid is 0.3-0.5 per cent acetic 
acid, a fluid in which the leucocytes alone remain visible. 
Under these conditions the dilution is customarily made in 
the pipette having 11 as the final graduation. The capillary 

' Ehrlicli's mechanical eyc-piccc is also very satisfactory for this purpose. 
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jxirtion is of larger caliber and so requires a greater amount of 
blood to fill it to the 0.5 or i mark than is required in the use 
of the other form of pipette. In counting the leucoc>tes ac- 
cording to this method it is customary to draw blood into the 
pipette up to the l mark and immediately fill the remaining 
portion of the apparatus to the 1 1 graduation with the 0.3-0.5 
per cent acetic acid. It then remains to count the number of 
leucocytes in the wliole central ruled portion of 400 squares. 
This should be done in duplicate samples and the calculation 
made as follows : 

cubic millimeter. 



I 



CHAPTER XII. 



MILK. 

Milk is the most satisfactory individual food material 
elaborated by nature. It contains the three nutrients, proteid, 
fat and carbohydrate and inorganic salts in such proportion 
as to render it a very acceptable dietary constituent. It is a 
specific product of the secretory activity of tiie mammary 
gland. It contains, as the prhicipal solids, tri-olein, tri- 
paltniiin, In-slearin, tn-bulyrin, caseinogen, lactalbumin, 
lacto- globulin, lactose and calcium phosphate. It also contains 
at least traces of lecithin, cholesterin, urea, creatin, creatinin 
and the tri-glycerides of caproic, lauric and myrislic acids. 
Fresh milk is amphoteric in reaction, but upon standing for a 
sufficiently long time, unsterilized, it becomes acid in reaction, 
due to the production of fermentation lactic acid. 



H OH 



COOH. 



from the lactose contained in it. This is brought about 
through bacterial activity. The white color is imparted to 

the milk partly through the fine emulsion of the fat and partly 
through the medium of the caseinogen in solution. The 
specific gravity of milk varies somewhat, the average being 
about 1.030. Its freezing-point is about — 0.56° C. 

Fresh milk does not coagulate on being boiled but a film con- 
sisting of a combination of caseinogen forms on the surface. 
If the film be removed, thus allowing a fresh surface to come 
in contact with the air, a new film will form indefinitely upon 
the application of heat. Surface evaporation and the presence 
187' 
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of fat facilitate the formation of the film but are not essend 
(Rettger.) If the milk is acid in reaction, through the in 
lion of lactic acid fermentation, or frmn any other cause, 
film will form when heat is applied, but instead a trxie coag^ula- 
tion will occur. The milk-curdling enzymes of the gastric at»d 
the pancreatic juice have the power of splitting the caseinogen 
of the milk, through a process of hydrolysis, into soluble casein 



Fig. 7a- 
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and a pcptonc-llkc body. This soluble casein then 
combination with the calcium of the milk and an insoluble curti 
of calcium casein or casein results. The clear fluid surround- 
ing the curd is known as whey. 

The most pronounced difference between human milk and 
cow's milk is in the proteiti content, although there are also 
differences in the fats and likewise striking biological dif- 
ferences difficult to define chemically. It has been shown that 
the caseinogen of human milk differs from the caseinogen of 
cow's milk in being more difficult to precipitate by acid or 
coagulate by rennin. The casein curd also forms in a much 
looser and more flocculent manner than that from cow's milk 
and is for this reason much more easily digested than I 



:d than A^H 

J 



latter. Interesting data relative to the composition of milk 
from various sources, may be gathered from the following 
table which was compiled mainly from the results of investi- 
gations by Bunge and by Abderhalden. It will be noted that 
the composition of the milk varies directly with the length of 
time needed for the young of the particular species to double 
in weight. 
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Lactose, the carbohydrate constituent of milk, is an impor- 
tant member of the disaccliaride group. It occurs only in 



I 




milk, except as it is found in the urine of women during preg- 
nancy, during the nursing period and soon after weaning: it also 
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occurs in the urine of normal persons after the ingestion of a 
very large amount of lactose in the food. It is not derived 
directly from the blood but is a specific product of the cellular 
activity of the mammary gland. It has strong reducing power, 
is dextro-rotatory and forms an osazone with phenylhydrazin. 
The souring of milk is due to the formation of lactic acid 
from lactose llirough the agency of the hmlcrium laciis. 
Putrefactive bacteria in the alimentary canal may bring about 
this same reaction. Lactose is tiol fenuentahle by pure yeast. 

Caseinogen. the principal proteid constituent of milk be- 
Icngs to the group of phospho-proleids. It has acidic properties 
and combines with bases to produce salts. It is not coagulable 
upon boiling and is precipitated from its neutral solution by 
certain metallic salts as well as upon saturation with soditun 
chloride or magnesium sulphate. Its acid solution is precipi- 
tated by an excess of mineral acid. 

Lactalbumin and lacto-globiilin, the other proteid consti- 
tuents of milk, closely resemble serum albumin and serum 
globulin in their general properties, 

Colostrnm is the name given to the product of the mani- 
niary gland secreted for a short time before parturition and 
during the early period of lactation (see Fig. 74. p. 188). It 
is yellowish in color, contains more solid matter than ordinar] 
milk and has a higher specific gravity (1.04&-1.080). 
most striking difference between colostrum and ordinary 1 
is the high percentage of lactalbumin and lactoglobulin in the 
former. This abnormality in the pmteid content is resp< 
sihic for the coagulation of colostrum upon boiling. 



KXPERIMENTS ON Mif.K. 

1. Reaction. — Test the reaction of fresh cow's milk tof 

litmus, 

2. Biuret Test. — Make the biuret test according to din 
tions given on page 45. 

3. Microscopical Examination. — Examine fresh ivh> 
milk, ^kimiiial or ccntrifugalcd milk and colostrum under 
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microscope. Compare tlie microscopical appearance with Fig. 
74. page 188. 

4. Specific Gravity.— Determine the specific gravity of 
both whole and skimmed milk. Which possesses the higher 
specific gravity? Explain why this is so, 

5. Film Formation. — Place 10 c.c. of milk in a small 
beaker and boil a few minutes. Note the formation of a film. 
Remove the film and heat again. Does the film now form? 
Of what substance is this film composed? The biuret test was 
positive, why do we not get a coagulation here when we heat 
to boiling? 

6. Coagulation Test. — Place about 5 c.c. of milk in a test- 
tube, acidify slightly with dilute acetic acid and heat to boil- 
ing. Do yon get any coagulation? Why? 

7. Action of Hot KOH.— To a tittle milk in a test-Uibe 
add a few drops of KOH and heat. A yellow color develops 
and gradually deepens into a brown. To what is the formation 
of this color due? 

8. Test for Chlorides. — To about 5 c.c. of milk in a test- 
tude add a few drops of irry dilute nitric acid to form a pre- 
cipitate. Filter off this precipitate and test the filtrate for 
chlorides. Does milk contain any chlorides? 

9. Guaiac Test.— To about 5 c.c. of water in a test-tube 
add 3 drops of milk and enough alcoholic solution of guaiac 
(strength about 1:60)' to cause a turbidity. Thoroughly 
mix the fluids by shaking and observe any change which may 
gradually take place in the color of the mixture. If no blue 
color appears in a short time, heat the tube gently below 
60° C. and observe whether the color reaction is hastened. 
In case a blue color does not appear in the course of a few 
minutes, add hydrogen peroxide or old turpentine, drop by 
drop, until the color is observed. Fresh milk will frequently 
give this blue color when treated with an alcoholic solution of 



: of an alcoholic aoliition of g:iiaiaconic 
ution of fp.iaiac resin. Gnaiaconic acid is 



' Buckmaster advises the 
acid instead of an alcoholic 
t of gwaiac resin. 
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guatac without the addition nf hydrogen peroxide or old tur- 
pentine. See discussion on page 158. 

10. Saturation with MgSO,. — Place about 5 c.c. of mill 
in a ies[-tiil>e and saturate with solid magnesium sulphatcifl 
What is this prefipilale? 

11. Influence of Rennin on Milk. — Prepare a series of' 
five tubes as follows: 

(a) 5 c.c. of fresh milk + o- per cent HCI (add drt^ by 
drop imiil a precipitate forms). J 

(fc) 5 c.c. of fresli milk + 5 drops of rennin solution. I 

(f 1 5 c.c. of fresh milk + 10 drops of 0.5 per cent NajCO,. I 
((/) 5 c.c. of fresh milk + 10 drops of ammonium oxalate, 
(c) 5 c.c. of fresh milk + 5 drops of 0.2 per cent HQ. 
Now to each of the tubes (c), {d) and {*•) add 5 drops of 
nmiin solution. Place the whole series of five tubes at 40** C. 
and after 10-15 minutes note what is occurring in the diflfer- 
ent tubes. Give a reason for each particular result. 

ij. Preparation of Caseinogen. — Fill a large beaker one- 
third full of skimmed (or centrifugated) milk and dilute it 
with an equal volume of water, .^dd dilute hydrochloric add 
until a flocculent precipitate forms. Stir after each acidifica- 
tion and do not add an excess of the acid as the precipitate 
would dissolve. Allow the precipitate to settle, decant thCc 
supernatant fluid and reserve it for use in later (13-15) 1 
perimenls. Filter oH the precipitate of caseinogen and removd 
the e-Ncess of moisture by pressing it between filter papers 
Transfer the caseinogen to a small beaker, add enough 90 
per cent alcohol to cover it and stir for a few momenta 
Filter, and press the precipitate between filter papers to rcmovi 
the alcohol. Transfer the caseinogen again to a small rfrj 
beaker, cover the precipitate with ether and heat on a watei 
bath for ten minutes, stirring continuously. Filter (resen 
the filtrate), and press the precipitate as dry as possible t 
tween filter papers. Open the papers and allow the ether t 
evaporate spontaneously. Grind the precipitate to a powderj 
in a mortar. Upon the caseinogen prepared in this way mal 
the following tests: 
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fa) Solubility. — Try the solubility in the ordinary solvents. 

(b) Millon's Reaction. — Make the test according to the 
directions given on page 44. 

(c) Biuret Test. — Make the test according to the directions 
given on page 45- 

(rf) Xanthoproteic Reaction. — Make the test according to 
the directions given on page 44. 

(e) Loosely Combined Sulphur. — Test for loosely com- 
bined sulphur according to the directions given on page 52, 

(/) Fusion Test for Phosphorus. — Test for phosphorus by 
fusion according to directions given on page 233. 

13. Coagulable Proteids of Milk. — Place the filtrate from 
the original caseinogen precipitate in a casserole and heat, on 
a wire gauze, over a free fianie. As the solution concentrates, 
a coagulum consisting of lactalbtimin and lactoglobulin will 
form. Continue to concentrate the solution until the volume 
is about one-half that of the original solution. Filter off the 
coagulable proteids (reserve the filtrate) and test them as 
follows : 

(a) Millon's Reaction. — Make the test according to the 
directions given on page 44. 

(b) Biuret Test. — Make the test according to the direc- 
tions given on page 45, 

(c) Xanthoproteic Reaction. — Make the test according to 
the directions given on page 44. 

14. Detection of Calcium Phos- P"=- ?6. 
phate — Evaporate the filtrate from the 
coagulable proteids, on a water-bath, ' 
until crystals begin to form. It may 
be necessary to concentrate to 15 c.c, 
before any crystallization will be ob- 
served. Cool the solution, filter off the 
crystals (reserve the filtrate) and test 
them as follows : 

(a) Microscopical ExamtHalion. — Examine the crystals and 
compare them with those in Fig. 76, above. 
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(b) Dissolve the crystals in nitric acid. Test part of the 
acid solution for phosphates. Render the remainder of the 
solution slightly alkaline with ammonia, then acidify witli acetic ■ 
acid and add ammonium oxalate. Examine the crystals under f 
the microscope and compare them with those in Fig. 99, p. 3a 

15. Detection of Lactose. — Concentrate the filtrate frc 
the calcium phosphate until it is of a symp-Hke consistencyj 
Allow it to stand over night and observe the fonnation t 
crystals of lactose. Make the following experiments: 

(o) Microscopical Exaiitiuation. — Examine the crystals an 
compare theni with those in Fig. 75, page 189. 

(fr) Fehling's Test. — Try Fehling's test upon the motha 
liquor. 

(c) Phenylhydrasin Test. — Apply the phenylhydrazin 1 
to some of the mother liquor according to the directions givi 
on page 5. 

16. Milk Fat. — (a) Evaporate the ether filtrate from tiM 
caseinogcn (Experiment 12) and ohserve the fatty residue. 
The milk fat was carried down with the precipitate of case* 
inogen and was removed when the latter was treated with 
ether. If cenlri fugated milk was used in the preparation of 
the caseinogen the amount of fat in the ether filtrate may be 
very small. To secure a larger yield of fat proceed accorc 
ing to directions given under (b) below, 

(fe) To 25 c.c. of whole milk in an evaporating dish add b * 
little sand or filter paper and evaporate the fluid to dryness 
on a water-bath. Grind or break up the residue after cooling 
and extract with ether in a flask, l-'ilter and remove the ether J 
from the filtrate by evaporation. How can you identify fatfti 
in the ethereal residue ? 

17. Saponification of Butter. — Dissolve a small amounto 
butter in aldhol made strongly alkaline with potassium hy- 
droxide. Place the alcoholic-potash solution in a t 
add about 100 c.c. of water and boil for 10-15 minutes ( 
until the odor of alcohol cannot be detected. Place the c 
serole in a hood and neutralize the solution with sulp 
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acid. Xnte the odor of volatile f.itly acids particularly &i('vn'c 
acid. 

18. Detection of Preservatives. — (a) I'oruialdchyde. 

I. Gallic Acid Test. — Acidify 30 c.c. of milk with 2 c.c. of 
normal sulplniric acid and distil. Add 0.2-0.3 f^-C- of a .satu- 
rated alcoholic solution of galHc acid to the first 5 c.c. of the 
distillate, then incline the test-tulie and slowly intrmhice 3-5 
c.c. of concentrated sulphuric acid, allowing it to run slowly 
down the side of the tube, A green ring, which finally changes 
to blue, is formed at the juncture of the fluids. This is 
claimed, by Sherman, to be twice as delicate as either the sul- 
phuric acid or the hydrochloric acid test for formaldehyde. 

II. Hydrochloric Acid Test. — Mi.x 10 c.c. of milk and 10 c.c. 
of concentrated hydrochloric acid containing about 0.002 gram 
of ferric chloride in a small porcelain evaporating dish or 
casserole and gradually raise the temperature of the mixture 
nearly to the boiling-point, with occasional stirring. If 
formaldehyde is present a violet color is produced, while a 
brown color develops in the absence of formaldehyde. In case 
of doubt the mixture, after having been heated nearly to the 
boiling-point for about one minute, should be diluted with 
50-75 c.c. of water, and the color of the diluted fluid carefully 
noted, since the violet color if present will quickly disappear 
Formaldehyde may be detected by this test when present in the 
proportion i : 250,000. 

(b) Salicylic Acid ami Salicylates. — Reniont's Method.' 
Acidify 20 c.c. of milk with sulphuric acid, shake well to 
break up the curd, add 25 c.c. of ether, mix thoroughly, 
and allow the mixture to stand. By means of a pipette remove 
5 c.c. of the ethereal extract, evaporate it to dryness, boil the 
residue with 10 c.c. of 40 per cent alcohol and cool the alcohlic 
solution. Make the volume 10 c.c, filter through a dry paper 
if necessary to remove fat. and to 5 c.c. of the filtrate, which 
represents 2 c.c. of milk, add 2 c.c. of a 2 per cent solution of 
ferric chloride. The production of a f>urple or violet color indi- 
cates the presence of salicylic acid. 

'Slitrman's Organic Annls-sis, p. 232. 
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This test may form the basis of a qiiamitative method hy ' 
diluting the final solution to 50 c.c. and comparing this with 
standard solutions of salicylic acid. The colorimetric com- , 
parisons may be made in a Duboscq colorimeter. 

(c) Hydrogen Peroxide. — Add 2-3 drops of a 2 per cent J 
aqueous solution of paraphenylenediamine hydrochloride to 
10-15 ^-^^ o^ milk- If hydrogen jieroxide is present a blue 
color will be produced immediately upon shaking the mixture 
or after allowing it to stand for a few minutes. It is claimed 
that hydrogen peroxide may be detected by this test when 
present in the proportion i : 40,000. 

(d) Boric Acid and Borates. — To the ash, obtained accord- 
ing to the directions given on p. — , add 2 drops of dilute 
hydrochloric acid and 1 c.c. of water. Place a strip of turmeric 
paper in the dish and after allowing it to soak for about one 
minute remove it and allow it to dry in the air. The pres- 
ence of boric acid is indicated by the production of a deep red 
color which changes to green or blue upon treatment with a 
dilute alkali. This test is supposed to show boric acid when 
present in the proportion i :8ooo. 




CHAPTER XIII. 



EPITHELIAL AND CONNECTIVE TISSUES. 

EPITHELIAL TISSUE (KERATIN). 

The albuminoid keratin constitutes the major portion of 
hair, horn, hoof, feathers, nails and the epidermal layer of 
the skin. There is a group of keratins the members of which 
possess very similar properties. The keratins as a group are 
insoluble in the usual proteid solvents and are not acted upon 
by the gastric or pancreatic juiiJes. They all respond to the 
xanthoproteic and Millon reactions and are characterized by 
containing large amounts of sulphur. Keratin from any of 
its sources may be prepared in a pure form by treatment, in 
sequence, with artificial gastric juice, artificial pancreatic juice, 
boiling alcohol and boiling ether, from twenty-four to forty- 
eight hours being devoted to each process. 

EXI'ERIME.VTS ON EPITHELIAL TiSSUE. 

Horn shavings may be used in the experiments which fol- 
low: 

1. Soltibilily.— Test the solubility of keratin in the ordinary 
solvents (see p. 4). 

2. Millon's Reaction. 

3. Xanlbf'proteic Reaction. 

4. Adamkiewics's Reaction. 

5. Hopkins-Cole Reaction. 

6. Test for Loosely Combined Sulphur. 

CONNECTIVE TISSUE. 
I. WHITE FIBROUS TISSUE. 
The principal solid constituent of white fibrous connective 
tissue is the albuminoid collagen. This body is also found in 
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smaller percentage in cartilage, bone and ligament, but thtM 
collagen from ilie various sources is not itlentical in composi-l 
tion. In common with tlie keratins, collagen Is insolubte infl 
the usual proteid solvents. It tliflTers from keratin in con-T 
taining less sulphur. One of the chief characteristics of coI-1 
lagen is the property of being hydrolyzed by boiling acid orl 
water with the formation of gelatin. It gives Millon's 1 
action 35 well as the xanthoproteic and biuret tests. 

The form of white fibrous tissue most satisfactory for gen- i 
eral experiments is the le»do Achiliis of the ox. According 
to Buerger and Gies the fresh tissue has the following com- 1 
position : 

WaWr 

Solids ' 3f.^ ^ 

Inorganic mancr 047 

Organic mailer 36-66 

FaUy substance (ether-soluble) 1.04 

Coagulable prnteid 0.22 

Mucoid ',. I jS 

Elastiii , 1.63 

Collagen 31 sn 

Extraclivcs, eic o 90 

The mucoid mentioned above is called tcndamucoid and is i 
a glucoproteid. It possesses properties similar to those of I 
other connective tissue mucoids, c. g., osseomucoid and chon- 
dromucoid. 

Gelatin, the body which results from the hydrolysis of col- 
lagen, is also an alhuniinoiil. It res|wnds to nearly all the pro- 
teid tests. It differs from the keratins and collagen in being 
easily digested and absorbed. Gelatin is not a satisfactory , 
substitute for the proteid constituents of a normal diet how- 
ever, since a certain portion of its nitrogen is not available [ 
for the uses of the organism. Gelatin from cartilage differs I 
from the gelatin from other sources in containing a lower I 
percentage of nitrogen. 

Experiments on White Fibrous Tissue. 
The tettdo AcltUHs of the ox may be taken as a satisfact 
type of the white fibrous connective tissue. 
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1 . Preparation of Tendomucoid. — Dissect away the fascia 
from about tlie tendon and cut the clean tendon into small 
pieces. Wash the pieces in water, changing- the wash water 
often in order to remove as much as possible of the soluble 
proteid and inorganic salts. Transfer the washed pieces of 
tendon to a flask and add 300 c.c. of lunlf-saluralcd lime-water.' 
Shake the flask at intervals for twenty-four hours. Filter off 
the pieces of tendon and precipitate the mucoid with dilute 
hydrochloric acid. Allow the mucoid precipitate to settle, 
decant the supernatant fluid and filter the remainder. Test 
the mucoid as follows : 

(a) Solubility. — Try the solubility in the ordinary solvents 
(see p. 4). 

(b) Biuret Test. — First dissolve the mucoid in KOH solu- 
tion and then add a dilute solution of CuSO^. 

(t) Test for Loosely Coiiibiucd Sulphur. 

{(/) Hydrolysis of Tendomucoid. — Place the remainder 
of the mucoid in a small beaker, add about 30 c.c. of water 
and 2 C.C. of dilute hydrochloric acid and boil until the solu- 
tion becomes dark brown. Cool the solution, neutralize it with 
solid KOH and test by Fehling's test. With a reduction 
of Fehling's solution and a positive biuret test what do you 
conclude regarding the nature of tendomucoid? 

2. Collagen. — This substance is present in the tendon to 
the extent of about 32 per cent. Therefore in making the fol- 
lowing tests upon the pieces of tendon from which the mucoid, 
soluble proteid and inorganic salts were removed in the last 
experiment, we may consider the tests as being made upon 
collagen. 

(o) Solubility. — Cut the collagen Into very fine pieces and 
try its solubility in the ordinary solvents (see page 4). 
(&) Millon's Reaction. 

(c) Biuret Test. 
((/) Xanthoproteic Reaction. 

' Made by mixing equal valarats ot laliiraUd lime-water and walcr fr 
the faucet. 
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(e) Hopkins-Cole Reaction. 

(/) Test for Loosely Combined Sulphur. — Take a la 
piece of collagen in a test-tube and add about 5 cc. of KOH 
solution. Heat until tlie collagen is partly decomposed, then 
add !-2 drops of plumbic acetate and again heat to boiling. 

(g) Hydrolysis of Collagen. — Transfer the remainder of 
the pieces of collagen to a casserole, fill the vessel about two- 
thirds full of water and boil for several hours, adding water at 
intervals as needed. By this means the colbgen is hydrolysed 
and a body known as gelatin is formed. 

3. Gelatin. — On the gelatin formed from the hydrolysis . 
of collagen in the above experiment ig). or on gelatin fur- 
nished by the instructor make the following tests: 

(fl) Solubility. — Try the solubility in the ordinary solvents 
(see page 4) and in hot water. 

(6) Milton's Reaction. 

(c) Hopkins-Cole Reaction. — Conduct this test accordingto 
the modification given on page 51. 

(d) Test for Loosely Combined Sulphur. 

Make the following lesls upon a solution of gelatin in hot 
water : 

(o) Precipitation by Mineral Acids. — Is it precipitated by 
strong mineral acids such as concentrated hydrochloric add ? 

(b) Salting-Out Experiment. — Saturate a little of the solu- 
tion with softd ammonium sulphate. Is the gelatin precip- 
itated? Repeat the experiment with sodium chloride. What 
is the result ? 

(c) Precipitation by Metallic Sails. — Is it precipitated by 
metallic salts such as cupric sulphate, mercuric chloride and 
plumbic acetate? 

(d) Coagulation Test. — Does it coagulate upon boiling? 
{c) Precipitation by Alkaloidal Reagents. — Is it precifM- 

tated by such reagents as picric acid, tannic acid and trichlor- 
acetic acid? 

(/) Biuret Test. — Does it respond to the biuret test? 
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(g) Precipitation by Alcohol. — Fill a test-tube one-half 
full of 95 per cent alcohol and pour in a small amount of con- 
centrated gelatin solution. Do you get a precipitate? How 
would you prepare pure gelatin from the tcndo Achillis of 
the ox? 



II. YELLOW ELASTIC TISSUE fEL.^STIN). 

The Ligamenlum nucha: of the ox may be taken as a satis- 
factory type of the yellow clastic connective tissue. The 
principal solid constituent of this tissue is elastin. a member of 
the albuminoid group. In common with the keratins and 
collagen, elastin is an insoluble body and gives the proteid 
color reactions. It differs from keratin principally in the fact 
that it may be digested by enzymes and that it contains a very 
small amount of sulphur. 

Yellow elastic tissue also contains mucoid and collagen but 
these are present in much smaller amount than in white fibrous 
tissue, as may be seen from the following percentage composi- 
tion of the fresh ligamentitm ntichcc of the ox as determined 
by Vandegrift and Gies : 

Water SrS/Jf- 

Soliils 42.43 

Inorganic mailer 0.47 

Organic mailer 41.Q6 

Fatty substance (cther-soliiblir) i.ls 

Coagulable proteid 0.6a 

Mucoid 0.33 

Elastin 31.67 

Collagen 7.33 

Extractives, etc. o 80 

Experiments on Elastin. 
I. Preparation of Elastin (Richards and Gies), — Cm the 

ligament into fine strips, run it through a meat chopper and 
wash the finely divided material in cold, running water for 
24-48 hours. Add an excess of half-saturated lime-water 
(see note at bottom of p. 199) and allow the hashed ligament 
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Ic- extract for 48-72 hours. Decant the lime-water, remove 
all traces of alkah by washing in water and then boil in water 
with repeatcfi renewals until only traces of proteid material 
can l>e detected in the wash water. Decant the fluid and boil 
the ligament in 10 per cent acetic arid for a few hours. Treat 
the pieces with 5 per cent hydrochloric acid at room temper-J 
ature for a similar period, extract again in hot acetic acid ani^ 
in cutd hydrochloric acid. Wash out traces of acid by meatul 
of water and then thoroughly dehydrolyze by boiling alcohol'! 
and boiling ether in turn. Dry in an air-bath and grind to a] 
piiwder in a mortar. 

2. Solubility. — Try the solubility of the finely divided] 
elastin. prepared by yourself or furnished by the instructor, I 
in the ordinary solvents (see page 4). How due.'^ its solu-. 
bility compare with that of collagen?- 

,5. Millon's Reaction. 

4. Xanthoproteic Reaction. 

5. Biuret Test. 

6. Hopkins-Cole Reaction. — Conduct this test accordinel 
to the niuditication given on page 51. 

7. Test for Loosely Combined Sulphur, 



III, CARTILAGE. 
Tlic principal solid constituents of tlie matrix of cartilagi- 
nous tissue are chondromucoid, chondroitin-sulphuric acid, 
chiiiidroalhumoid and collagen. Chondromucoid differs from 
the mucoids isolated from other connective tissues in the large 
amount of chondroitin-sulphuric acid obtained upon decom- J 
position. Besides being an important constituent of all fomul 
of cartilage, chondroitin-sulphuric acid has been found 
bone, ligament, the mucosa of the pig's stomach, the kidney c 
the ox, the inner coats of large arteries and in human urinCi 
It may be decomposed through the action of acid and yield 
a nitrogenous body known as cliondroitm and later tliis i 
yields chandrosin. Chondrosin is also a nitrogenous body a 
has the power of reducing Fehling's solution mure stronglyl 
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than dextrose. Sulphuric acid is a by-product in tlie forma- 
tion of chondroitin. and acetic acid is a by-product in the for- 
mation of chondrosin. 

Chondroalbiimoid is similar in some respects to elastin and 
keratin. It differs from keratin in being soluble in gastric 
juice and in containing considerably less sulphur than any 
member of the keratin group. It gives the usual proteid color 
reactions. 

EXPEKIMENTS ON CARTILAGE. 

1. Preparation of the Cartilage.^ Boil the trachea of an 
ox in water until the cartilage rings may be completely freed 
from the surrounding tissue. Use the cartilage so obtained 
iij the following experiments. 

2. Solubility.- — Cut one of the rings into very small pieces 
and try the solubility of the cartilage in the ordinary solvents 
(see p.-ige 4). 

3. Millon's Reaction. 

4. Xanthoproteic Reaction. 

5. Hopkins-Cole Reaction. — Conduct this test according to 
the modification given on page 5!. 

6. Test for Loosely Combined Sulphur. 

7. Preparation of Cartilage Gelatin. — Cut the remaining 
cartilage rings into small pieces, place them in a casserole with 
water and boil for several hours. Filter while the solution is 
still hot. Observe that the filtrate soon becomes more or less 
solid. What is the reason for this? Bring a portion of the 

_ material into solution by heat and try the following tests: 
(a) Biuret Test. 
(&) Test for Loosely Combined Sulf'liiii: 

(c) To about 5 c.c. of the solution in a test-tube add a 
l''few drops of barium chloride. Do you get a precipitate, and 
^f so to what is the precipitate due? 

(d) To about 5 c.c, of the solution in a test-tube add a few 
tdrops of dilute hydrochloric acid and boil for a few moments. 
■^ow add a little harium chloride to this solution. Is the pre- 
HfUpitate any larger than that obtained in the preceding cxperi- 

Why? 
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(e) To the remainder of the solution add a little dilute 
hydrochloric acid and boil for a few moments. Cool the solu- 
tion, neutralize with solid KOH and try Fehling's test. Ex- 
plain the resiih. 

IV. OSSEOUS TISSUE. 

Bone is composed of about equal parts of organic and in- 
organic matter. The organic portion, called ossfin, may be 
obtained by removing the inorganic salts through the medium 
of dilute acid. Ossein is practically the same body which is 
termed cnllagen in the other connective tissues, and in com- 
mon with collagen may be hydrolyzed with weak acids to form 
gelatin. 

In common with the other connective tissues bone contains 
a mucoid and an albumoid. Because of their origin these 
bodies are called osseomucoid and osseoaibumoid. Osseo- 
mucoid, when boiled with hydrochloric acid, yields sulphuric 
acid and a substance capable of reducing Fehling's solution. 
The composition of osseomucoid is very similar to that ofi 
tendomiicoid and chondromucoid (see page 62). 

Experiment on Osseous Tissue. 

Analysis of Bone Ash, — Take one gram of bone ash i 
a small l>eaker and add a little dilute nitric acid. What do( 
the effervescence indicate? Stir thoroughly and when thel 
major portion of the ash is dissolved add an equal volume ofj 
water and filter. To the acid filtrate add ammonium hydroxidcrl 
to alkaline reaction. A heavy white precipitate of phosphatesM^ 
results, ( What phosphates are precipitated here by thel 
ammonia?) Filter and test the filtrate for chlorides, sul- 
phates, phosphates and calcium. Add dilute acetic acid to the J 
precipitate on the paper and test this filtrate for calcium and ] 
phosphates, To the precipitate remaining undissolved on the j 
paper add a little dilute hydrochloric acid and test this laslT 
filtrate for phosphates and iron. 

Reference to the following scheme may facilitate llie analysis.-] 
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BONE ASH. 



Add dilute HNOs, stir thoroughly and after the major portion of the 
ash has been brought into solution add a little distilled water and filter. 



Residue L 
(discard) 



Filtrate I. 
Add NH4OH to alka- 
line reaction and filter. 



Residue IL 
Treat on paper with acetic acid. 



Residue IIL 
Treat on paper with 
HCl. 

Filtrate IV. 
Test for: 

1. Iron. 

2. Phosphates. 



Filtrate lU. 
Test for : 

1. Phosphates. 

2. Calcium. 



Filtrate II. 
Test for: 

1. Chlorides. 

2. Sulphates. 

3. Phosphates. 

4. Calcium. 



V. ADIPOSE TISSUE. 

For discussion and experiments see the chapter on Fats, 
page 96. 



CHAPTER XIV. 
MUSCULAR TISSUE. 

The muscular tissues are divided physiologically into 
voluntary and the involuntary. In the chemical examinatioou 
of muscular tissue the voluntary form is generally employed, 
Muscle contains about 25 per cent of solid matter, of which 
about four-fifths is proteid material and the remaining 
fifth extractives and inorganic salts. 

The proteids are the most important of the constituents 
muscular tissue. In the living muscle wc find two proteid: 
myosinogen and fiara-myosinogcn. These may be shown 
be present in muscle plasma expressed from fresh muscli 
In common with the plasma of the blood this muscle plasma 
has the power of coagulating, and the clot formed in this 
process is called myosin. In the onset of rigor mortis we have, 
an indication of the formation of this myosin clot within tl 
body. The relation between the proteids of Hi-iiig and det 
muscle is represented graphically by Halliburton as follows 

Proieids of ihe living muscle. 

y\ 



>yed. 
fhich 

ts (^^H 

eid^^H 
n t^^l 

jsma f 



Para -myosinogen. 



Myosin. 
(The proleid of ihe niitscle cloi,') 

Of the total proteid content of living muscle about 75 [ 
cent is made up by the myosinogen and the remaining 25 j 
cent is para-myosinogen. These proteids may be separaU 
by subjecting the muscle pLisma to fractional coagulation i 
the usual way. Under these conditions the pnra-niyosinog( 
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is found to coagulate at 47° C. and tlie myosinogen to coagu- 
late at 56° C. It is also claimed by some investigators that 
it is possible to separate these two proteids by the fractional 
ammonium sulphate method, but the possibility of making an 
accurate separation by this method Is somewhat doubtful. It 
is well established that para-myosinogen is a globulin since it 
responds to certain of ihe proteid precipitation tests and is 
insoluble in water. Myosinogen, on the contrary, is not a 
typical globulin since it is soluble in water. It has been called 
a pscudo' globulin. Myosin possesses the globulin character- 
istics. It is insoluble in water but soluble in the other pnUeid 
solvents and is precipitated from its solution upon saturation 
with sodium chloride. 

Under the name extractives we class a number of muscle 
constituents which occur in traces in the tissue and may be 
extracted by water, alcohol or ether. There are two classes 
of these extractives, the non-nitrogcnoxis extractives and the 
nilrogcnoHS extractives. Grouped under the non-nitrogenous 
bodies we have glycogen, dextrin, sugars, lactic add, iiiosit, 
CgHn(OH)g, and fat. In the class of nitrogenous extractives 
we have crealin, crealinin, xantlnu, hypoxanthin, uric acid, 
urea, carnin, phasphocarnic acid, inosinic acid, carnosin a?fd 
taurin (see formulas on page 210). Not all of these extrac- 
tives are present iti the muscles of all species of animals. Other 
extractives besides those enumerated above ha\e been descrjbeti 
and tiiere are undoubtedly still others' whose presence remains 
undetermined. A detailed consi<feratiqn would however *lfe 
unprofitable in this place. 

Glycogen is an important constituent of muscle. The con- 
tent of this polysaccharide in muscle varies and is markedly 
decreased by intense muscular activity. It is transformed .into 
sugar and used as fuel. The hver is the organ 'which stores 
the reserve supply of glycogen and transforms it into dextrose 
which is passed into the blood stream and so carried to the 
working muscle where it is synthesized into glycogen. The 
glycogen thus formed is then changed into d£ijtroseflas vie-'' 
working muscle may need it. ', ** j,>;#^*.» 
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Glycogoi is a polysaccharide and has the same percentage 
composition as starch and dextrin. It resembJes starch in 
forming an opalescent solution and resembles dextrin in being 
very soluble, in giving a reddish color with iodine and in being 
dextro-rotatory. Glycogen may be prepared from muscle by 
extracting with boiling water and then precipitating the gly- 
cogen from the aqueous solution by alcohol: dilute or concen- 
trated KOH may also Iw used to extract the glycogen. Gly- 
cogen may be prepared in the form of a white, tasteless, amor- 
phous powder. It is completely precipitated from its solution by 
saturation with solid ammonium sulphate, but is not precipitated 
by saturation with sodium chloride. It may also be precipitated 
by alcohol, tannic acid or animoniacal basic lead acetate. It has 
the power of holding cupric hydroxide in solution in alkaline 
fluids but cannot reduce it. It may be hydrolyzed with the 
formation of dextrose by dilute mineral acids and is readil; 
digested by amylolytic enzj^mes. 

The lactic acid occurring in the muscular tissue of verte- ] 
brates is paralactic or sarcolactk acid, 

H OH 



-C — C — COOH. 



The reaction of an inactive living muscle is alkaline, but upon 1 
the death of the muscle, or after the continued activity of a 1 
living muscle, the reaction becomes acid, due to the formation 
of lactic acid. There is a difference of opinion regarding the 
origin of this lactic acid. Some investigators claim it to arise j 
from the carbohydrates of the muscle, while others ascribe to J 
it a proteid origin. 

Among the nitrogenous extractives of muscle, those which I 
are of the most interest in this connection are creatin and the 
purin bases, xanthin and hypoxanthin. Creatin is found in 
varying amounts in the muscles of different species, the mus- 
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cles of birds having shown the largest amount. It has also 
been found in the blood, the brain, in transudates and in the 
thyroid gland, Creatin may be crystallized and forms color- 
less rhombic prisms (Fig. 77, below) which are soluble in 
warm water and practically insoluble in alcohol and ether. 

Fig. 77. 




Upon boiling a solution of creatin with dilute hydrochloric 
acid it is dehydrrjlyzed and its anhydride creatinin is formed. 
The creatin of ingested meat is transformed into creatinin 
and excreted in tJie urine. 

Besides being a normal constituent of muscle, xanthin has 
been found in the brain, spleen, pancreas, thymus, kidneys, 
testicles, liver, and in the urine. It may be obtained in crys- 
talline form (Fig. 78, p. 210) but ordinarily it is amorphous. 
Xanthin is easily soluble in alkalis, less easily soluble in water 
and dilute acids, and entirely insoluble in atcoho! and ether. 

Hypoxanthin occurs ordinarily in those tissues and fluids 
which contain xanthin. It has been found, unaccompanied by 
xanthin, in bone marrow and in milk. Unlike xanlhin it may 
be easily crystallized in the form of small, colorless needles. 
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Ii is readily soluble in alkalis, acids and boiling waler. 
soluble in cold water anfl practically insohible in alcohol and^ 
ether. 

The predominating inorganic salt of muscle is potassium 
phosphate. Besides this salt we have present sulphates, chlo- 
rides and salts of sodium, calcium, magnesium and iron. 




and Vosel. 



Muscular tissue is said to contain a reddish pigment called | 
myohamaiut. which is a derivative of hremoglobin. 

The ordinary commercial " meat extract " is composed prin- 1 
cipally of the water-soluble constituents of muscle and con- 
tains practically nothing of ntitrith'e value. The proteid mate- j 
rial to which meat owes its value as an article of diet is j 
practically all removed in the preparation of the extract. 

The structural formulas of the nitrogenous extractives of I 
muscle are as follows : 

NH., HN CO 

I " ! -I 

HN = C HN — C I 



N-CH^-CHj-COOH 



N-CHs-CH, 

EATIKIN. ChH,N,0. 

luJiii anhydrldt. 



i=0 
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CHo • NH. 



CH2 • SO2 • OH 

NH2 Taurin, CsHtNSOs. 

Urea, CON2H4. Aminoethylsulphonic acid. 

Camosin, C9H14N4O3. 

Inosinic acid, C,oH,3N4P08. 

Phosphocamic acid, C10H17N3O5 or C10H15N3O5. 

The following extractives as a group are called purin 
bodies. Their formulas, together with that of purin from 
which they are derived and the hypothetical " purin nucleus '' 
follow : 

N = CH ^N— C« 



HC C — NH 2C C«-N^ 

>CH II >-s 

N— C — N 3N— C4 — N9 

Purin, C6H4N4. Purin Nucleus. 

HN— CO HN— CO 

HC C— NH OC C — NH 

>CH I II >CH 



N — C — N HN— C — N 

HyPOXANTHIN, C5H4N4O. XaNTHIN, C5H4N4O2. 

&-oxyp u rin . 2-6-iiioxypnrin . 



HN — CO N— CNH 



OC C — NH HC C— NH 

>C0 II II )CH 

HN — C — NH N— C — N 

Uric Acid, CGH4N4O3. Aden in, CsHaNB. 

2-&8-trioxypurin. 6-aminopurin. 
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H^N-C C— NH 

II II >CH 

N— C— N 



KXPERIMENTS OX JlfSCI'LAR TlSSlK. 
1. Experiments on " Living " Muscle. 

I. Preparation of Muscle Plasma (Halliburton). — Wash 
out the blood vessels of a freshly killed rabbit with 0.9 per 
cent sodium chloride. This can best be done by opening the 
abdomen and inserting a cannula into the aorta. Now re- 
move the skin from the lower hmbs, cut away the muscles and 
divide thcni into very small pieces by means of a meat 
chopper. Transfer the pieces *if muscle to a mortar and grind 
them with clean sand and a little 5 per cent mngnesium sul- 
phate. Filter off the salted mu.scle plasma and make the fol- 
lowing tests : 

fa) Reaction. — Test the reaction to litmus. What is the 
reaction of this fresh muscle plasma? 

(6) Fractional Coagulation. — Place a little muscle plasma 
in a test-tube and arrange the apparatus for fractional coagu- 
lation as explained un page 50, Raise the temperature very 
carefully from 30' C. and hote any changes which may occur 
and the exact temperature at which such changes take place. 
When the first proteid (para-myosinogen) coagulates filter it 
off and then heat the clear filtrate as iiefore, being careful to 
note the exact temperature at which die next coagulation 
(myosinogen) occurs. There will probably be a preliminary 
opalescence in each case before the real coagulation occurs. 
Therefore do not mistake the real coagiilalioii-puiut and filter 
at the wrong time. What are the coagulation temperatures 
of these two proteids? Which proteid was present in greater 
amount? 
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(c) Formation of the Myosin Clot. — Dilute a portion of 
the plasma with 3 or 4 times its volume of water and place 
it on a water-bath or in an incubator at 35^ C. for several 
hours, A typical myosin clot should form. Note the muffle 
serum surrounding the clot. Now test the reaction. Has the 
reaction changed, and if so to what is the change due? Make 
a test for lactic acid. What do you conclude? 

_'. Preparation of Muscle Plasma (v. Fiirth). — Remove 
the blood-free muscles of a rabbit as explained on page 212. 
Finely divide by means of a meat chopper and grind in a 
mortar with a little clean sand and some. 0.9 per cent sodium 
chloride. Wrap portions of the muscle in muslin and press 
thoroughly by means of a tincture press or lemon squeezer. 
Filter and make the tests according to the directions given in 
the last experiment. 

3. " Fuchsin-Frog " Experiment. — Inject a saturated 
aqueous solution of Fuclisiii "S" into the lymph spaces of a frog 
three or four times daily for two or three days, in this way 
thoroughly saturating the tissues with the dye. Pith the animal 
(insert a heavy wire or blunt needle through the occipilo a/lan- 
toid membrane), remove the skin from both hind legs and 
expose the sciatic nerve in one of them. Insert a small wire 
hook through the jaws of the frog and suspend the animal 
from an ordinary clamp or iron ring. Pass electrodes under 
the exposed sciatic nerve, and after tying the other leg to pre- 
vent any muscular movement, stimulate the exposed nerve by 
means of make and break shocks from an induction coil. The 
stimulated leg responds by pronounced muscular contractions, 
whereas tlie tied leg remains inactive. Continue the stimula- 
tion until the muscles are fatigued. The muscular activity 
has caused the production of lactic add and this in turn 
has reacted with the injected fuchsin to cause a pink or red 
color to develop. The muscles of the inactive leg still remain 
unchanged in color. 

The normal color of the Fuchsin " S " when injected was 
red, but upon being absorbed it became colorless through the 
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action of the alkalinity of the Wood. Upon siimulaiing- the 
muscles, liowevcr, as above explained, lactic acid was formed 
and tliis acid reacted with Ilie fnchsin and ag^in produced the 
original color of the dye. 

II. Experiments on " Dead " Muscle. 

I. Preparation of Myosin. — Take 25 grams of finely 
divided lean beef which has been carefully washed to remove 
blood and lymph constituents and place it in a beaker with 10 
per cent sodium chloride. Stir occasionally for several hours. 
Strain nff the meat pieces liy means of cheese clDth, filler the 
solution and saturate it with sodium chloride in substance. 
Filter off the precipitate of myosin and make the tests as given 
below. This filtration will proceed very slowly. Myosin 
collects as a film on the sides of the filter paper and may be 
removed and tested before the entire volume of fluid has been 
filtered. Test the myosin precipitate as follows : 

(0) Solubility. — Try its solubility in the ordinary solvents. 
Is myosin an albumin or a globulin? 

(b) Xanthoproteic Reaction. — See page 44. 

(f) Coagulation Test. — Suspend a little of the myosin in 
water in a test-tube and heat to boiling for a few moments. 
Now remove the suspended material and try its solubility in 
10 per cent sodium chloride. What property does this ex- 
periment show myosin to possess? 

Test the filtrate from the original myosin precipitate as 
follows : 

(a) Biuret Test. — What does this show? 

(&) Place a little of the solution in a test-tube and heat 
to Iwiling. At the boiling-point add a drop of dilute Acetic 
acid and filter. Test this filtrate for proteose with picric 
acid. Is any proteose present? Saturate another portion of 
the filtrate with ammonium sulphate and test for peptone in 
the usual way (see page 59). Do you find any peptone? 
From your experiments on " living " and " dead " muscle what 
are your ideas regarding the proteids of muscle? 
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2, Preparation of Glycogen.^Grind a few scallops in a 
mortar with saiul. Transfer to an evaporating dish, add water 
and hoil for 20 rniniiles. At the boiling-point faintly acidify 
with acetic acid. Wliy is this acid added? Filter, and divide 
the filtrate into two parts. Note tlie opalescence of the solu- 
tion. Test one portion of tJie filtrate as follows: 

(a) Iodine Test. — To 5 c.c. of the solution in a test-tube 
add 2-3 drops of iodine solution and 2-3 drops of 10 per cent 
sodium chloride. Warm this slightly and then allow it to 
cool. What do you observe? Is this similar to the iodine test 
upon any other body with which we have had to deal ? 

(&) Reduction Test. — Does the solution reduce Fehling's 
solution ? 

(f) Hydrolysis of Glycogen. — .\dd 10 drops of concen- 
trated hydrochloric acid to lo c.c. of the solution and boil for 
10 minutes. Cool the solution, neutralize with solid potassium 
hydroxide and test with Fehling's solution. Does it still fail 
to reduce Fehling's solution? If you find a reduction how can 
you prove the identity of the reducing substance? 

(d) Influence of Saliva. — Place 5 c.c. of the solution In a 
test-tube, add 5 drops of saliva and place on the water-bath at 
40° C. for ID minutes. Does this now reduce Fehling's 
solution ? 

To the second part of the glycogen filtrate add 3-4 volumes 
of 95 per cent alcohol. Allow the glycogen precipitate to 
settle, decant the supernatant fluid, filter tlie remainder and 
upon the glycogen make the following tests: 

(a) Solubility. — Try its solubility in the ordinary solvents. 

(b) Iodine Test. — Place a small amount of the glycogen in 
a depression of a test-tablet and add a drop of dilute iodine 
solution and a trace of a sodium chloride solution. The same 
wine-red color is observed as in the iodine test upon the 
glycogen solution. 

Separation of Extractives from Muscle. 

I. Crea tin.— Dissolve about 10 grams of a commercial ex- 
tract of meat in 200 c.c. of warm water. Precipitate the in( 
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ganic constituents by neutral lead acetate, being careful not to 
add an excess of the reagent. \\'rite tlie equations for the 
reactions taking place here. Allow the precipitate to settle, 
then filter and remove the excess of lead in the tcarm filtrate 
by HjS. Filter while the solution is yet warm, evaporate the 
clear filtrate to a syrup and allow it to stand at least 48 hours 
iu a cool place. Crystals of creatin should Jomi at this point 
Examine under the microscope (Fig. 77, page 209), Treat 
the syrup with 200 c.c. of 88 per cent alcohol, stir well with a 
glass rod to bring all soluble material into solution, and then 
filter. The purin bases have been dissolved and are in the 
filtrate, whereas the creatin crystals were insoluble in the 88 
per cent alcohol and remain on the filter paper. Wash the 
crystals with 88 per cent alcohol, then remove them and bring 
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them into solution in a little hot water. Decolorize the sohi- ' 
tion by animal charcoal and concentrate it to a small volume. 
Allow the solution to cool and note the separation of colorless 
crystals of creatin. Examine these crystals under the micro-! 
scope and compare them with those reproduced in Fig. yy, 
page 209, 
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2. Hypoxanthin. — Evaporate the alcoholic filtrate from 
the creatin to remove the alcohol. Make the solution ammo- 
niacal and add amnioniacal silver nitrate until precipitation 
ceases. The precipitate consists principally of hypoxanthin 
silver and xanthin silver. Collect these silver salts on a filter 
paper and wash them with water. Place the precipitate and 
paper in an evaporating dish and boil for one minute with 
nitric acid having a specific gravity of l.i. Filter while hoi 
through a double paper, wash with the same strength of 
nitric acid and allow the solution to cool. By this treat- 
ment with nitric acid hypoxanthin silver nitrate and xan- 
thin silver nitrate have been formed. The former is in- 
soluble in the cold soKition and separates on standing. After 
standing several hours filter off the hypoxanthin silver nitrate 
and wash with water until the wash-water is only slightly acid 
in reaction. Examine the crystals of hypoxanthin silver iii 
trotc under the microscope and compare them with those in 
Fig. 79. page 216. Now wash the crystals from the paper into 
a beaker with a little water and warm the liquid. Remove the 
silver by H^S and filter. By this means hypoxanthin nitrate 
has been formed and is present in the filtrate. Concentrate on 
a water-bath to drive off hydrogen sulphide and render the 
solution slightly alkaline with ammonia. Warm for a time, 
to remove the free ammonia, filter, concentrate the filtrate to a 
small volume and allow it to stand in a cool place. Hypox- 
anthin sjiould crystallize in small colorless needles. Examine 
the crystals under the microscope. 

3. Xanthin. — To the filtrate from the above experiment 
containing the xanthin silver nitrate add ammonia in excess. 
(The crystalline form of xanthin silver nitrate is shown in 
Fig. 80, p. 218.) A brownish-reel precipitate of xanthin silver . 
forms. Treat this suspended precipitate with RgS (do not 
use an excess of H^S), warm the mixture for a few moments 
and filter while hot, Concentrate the filtrate to a small volume 
and put away in a cool place for crystallization (Fig. 78, p. 210). 
To obtain xanthin in crystalline form special precautions are 
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generally necessan.'. Evaporate the solution to dryness. ' 
Make the following tests on the crystals ur resichic: 

(a) Xanthin Test. — Place about one-half of the crystalline 
or amorphous materia] in a small evaporating dish, add a few 




drops of concentrated nitric acid and evaporate to dryness 
very carefully on a water-balh. The yellow residue upon 
moistening with caustic potash becomes red in color and upon 
further heating assumes a purplish-red hue. Now add a few 
drops of water and warm. In this way a yellow solution re- 
sults which yields a red residue upon evaporation. How does 
this differ from the Murexid test upon uric acid? 

(6) IVcidci's Rcaclion. — By gently heating bring the re- 
mainder of tJie xanthin crystals or residue into solution in 
bromine-water. Evaporate the solution to dryness on a water- 
bath. Remove the stopper from an ammonia bottle and by 
blowing across the mouth of the bottle direct the fumes of 
ammonia so that they come in contact with the dry residue. 
Under these conditions the presence of xanthin is shown by 
the residue assuming a red color. A somewhat brighter color 
may be obtained by using a trace of nitric acid with the 
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bromine-water. By the use of this modification however we 
may get a positive reaction with bodies other than xanthin. 

HuRTHLE*s Experiment. 

Tease a very small piece of frog's muscle on a microscopical 
slide. Expose the slide to ammonia vapor for a few moments, 
then adjust a cover glass and examine the muscle fibers under 
the microscope. Note the large number of crystals of ammo- 
nium magnesium phosphate, 

NH, — 

Mg — — P = 

\ / 
O 

distributed everywhere throughout the muscle fiber, thus 
demonstrating the abundance of phosphates and magnesium 
in the muscle (Fig. 96, page 278). 
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NERVOUS TISSUE. 

In common with the other solid tissues of the body, nervous 
tissue contains a large amount of water. The percentage of 
water present depends upon the partiailar form of nervous 
tissue but in all forms it is invariably greater in the gray matter 
thaa in the white. Embryonic nervous tissues also contain a 
larger percentage of water than the tissues of adult life. The 
gray matter of the brain of the fcEtus, for instance, contains 
about 92 per cent of water, whereas the gray matter of the 
brain of the adult contains but 83-84 per cent of the fluid. 

Among the solid constituents of nervous tissue are proteids, 
chotcstcrin, ccrebrin, lecithin, kephalin, protagon{f), niuiein. 
Hcura-keratin, collagen, exlractives and inoTganic salts. The 
proteids are present in the greatest amount and comprise about 
50 per cent of the total solids. Three distinct proteids, two 
globulins and a nucleo-proteid. have been isolated from ner- 
vous tissue. The globulins coagulate at 47° C. and 70-75° C. 
respectively, while the nucleo-proteid coagulates at 56-60° C. 
This nucleo-proteid contains about 0.5 per cent of phosphorus 
(Halliburton, Levene). Nervous tissue is composed of a rela- 
tively large quantity of a variety of compounds which col- 
lectivelymay be grouped under the term "lipoid" — substances 
resembling the fats in some of their physical properties and 
reactions hut distinct in their composition. We will class 
cerebrin, cholesterin and the phosphorized fats, as "lipoids." 

The group of phosphoriscd fats are very important con- 
stituents of nervous tissue. The best known members of this 
group ViTC lecithin, pralagon {') 3.ndt;cphaliii. Lecithin occurs 
in larger amount than the other members of the group, has 
been more thoroughly studied than the others and is apparently 
of greater importance. Upon decomposition lecithin yields 
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fatly acid, glycero-phosphoric acid and cholin. Each lecithin 
molecule contains two fatty acid radicals which may be those 
of the same or different fatty acids. Thus we have different 
lecitliins depending upon the particular fatty acid radicals 
which are present in the molecule. The formula of a typical 
lecithin would be the following: 

CH^O — CitHsbCO 

CHO — C.jHssCO 

CH2O — PO — 0-C,H, 

I (CH3),=N 

OH HO ^ 

This lecithin would be called distearyl-iecithin or cholin-dis- 
tearyl-giycero-phospharic acid. Upon decomposition the mole- 
cule splits according to the following reaction: 

a.H^oNPO, +3H,0 — 2{C,9H3eOi) + 

CjHoPO, + C^H^NG^. 

Gly«ro phoaplKTic Iholin. 



The lecitliins are not confined to the nervous tissues but 
are found in nearly all animal and vegetable tissues. Lecithin 
is 3 primarj- constituent of the cell. It is soluble in chloro- 
form, ether, alcohol, benzene and carbon disulphide. The 
chloroform or alcohol-ether solution may be precipitated by- 
acetone. Lecithin may be caused to crystallize in the form 
of small plates by cooling the alcoholic solution to a low tem- 
perature. It Has the power of combining with acids and bases, 
and the hydrochloric acid combination has the power of form- 
ing a double salt with platinic chloride. 

Protagon, another nitrogenous phosphorized substance is a 
body over which there has been much discussion. Upon de- 
composition it is said by some investigators to yield cerebrin 
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and the decomposition products of lecithin. It lias very 
recently been shown by Posner and Gies that protagon is a 
mixture and has no existence as a chemical individual. 

Kephalin is the third member of the group of phosphorized 
fats. Tt is precipitated from its acetone-ether extract by 
alcohol. It contains about 4 per cent of phosphorus and has 
been given the formula CjaHj^XPO,;,. Kephalin may be a 
stage in lecithin metabolism. 

Cerebrin, a substance containing nitrogen but no phos- 
phorus, is an important constituent of the white matter of 
nervous tissue. It has also been found in the spleen, pus 
and in egg yolk. It may be extracted from the tissue by boil- 
ing alcohol and is insoluble in cold alcohol, cold and hot ether 
and in water and dilute alkalis. Cerebrin is a mixture con- 
taining phrenofiin ( pseiido-cerebrin or cerebron). a liody yield 
ing the carbohydrate galactose on decomposition. 

Chnlesterin, one of the primary cell constituents, h present 
in fairly large amount in nervous tissue. It is a mon-atomic 
alcohol with the formula C^vH^OH. It was formerly called 
a " non-saponifiable fat " but since it is not changed in any 
way by boiling alkalis it is not a fat. It is soluble in ether, 
chloroform, benzene and hot alcohol. It crystallizes in the 
form of thin, colurless. transparent plates (Fig. 42. p. — ). 
Cliolesterin ocairs abundantly in one form of biliary calculus. 
It has also been found in feces, wool fat, egg yolk, and milk, 
frequently in the form of its esters of higher fatty acids. 

Nervous tissue yields about i per cent of ash which is made 
up in great part of alkaline phosphates and chlorides. 

K.NI-KKIMKNTS ON THE LH'OIIIS OF NeRVOUS TiSSUE,' 

I. Preparation of L*cithin. — Treat the macerated brain 
of a sheep with ether and allow it to stand in the cold .for 

' Preparation of So-callnl Proiagon.^Maeerale ihe brain of a sheep, treat 
with 85 per cenl akoliol and warm on a waler-batli at 45° C, for two hours. 
Filter hoi into a bottle or strong flask and cool to 0° C. for one-half hour by 
means of a freezing mixiure. By this procednre both prolagon and choles- 
terin are cau.sed to precipilaic. Fiher the cold solution rapidly and irrat 
the precipitate on the paper with ice cold ether 10 dissolve out the choles- 
terin. The protagon may now be redissolved in warm 85 per cenl alcohol 
from which solntion il will precipiiate upon cooling. 
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48-72 hours. The cold ether will extract lecithin and choles- 
terin. Filter, and add acetone to the filtrate to precipitate the 
lecithin. Filter off the lecithin and test it as follows: 

(a) Microscopical Examinatioi} . — Suspend a small portion 
in a drop of water on a slide and examine nnder the micro- 
scope. 

(b) Osmic Acid Test. — Treat a small portion with osmic 
acid. What happens? 

(c) Acrolein Test. — Make the acrolein test according to 
directions on pa^e 100. 

(rf) "Fusion" Test for Phosphorus. — Place some of the 
lecithin prepared above, in a small porcelain crucible, add a 
suitable amount of a fusion mixture composed of KOH and 
KN0a(5:i) and heat carefully until the resulting mixture 
is colorless. Cool, dissolve the mass in a little warm water, 
acidify with HNO3. heat to boiling and add a few cubic 
centimeters of molybdic solution. In the presence of phos- 
phorus a yellow precipitate forms. What is it? 

2. Preparation of Cholesterin.^Place a small amount of 
macerated brain tissiie under ether and stir occasionally for 
one hour. Filter, exaporale the filtrate to dryness t.tn a water- 
bath and test the cholesterin according to directions given 
below. (If it is desired, the ether extract from the so-called 
protagon. or the ether-acetone filtrate from the lecithin may 
be used for the isolation of cholesterin. In these cases it is 
simply necessary to evaporate the solution to dryness on a 
water-bath,) Upon the cholesterin prepared by either of the 
above methods make the following tests: 

(o) Microscopical Examination. — Examine the crystals 
under the microscope and compare them with those in Fig. \2, 
page !25. 

{b) lodinc-Stilpltnric Acid r«(.— Place a few crystals uf 
cholesterin in one of the depressions of a test-tablet and treat 
with a drop of concentrated sulphuric acid and a drop of a 
very dilute solution of iodine. A play of colors, consisting of 
violet, blue, green and red, results. 
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(c) The Liebermann-Burchard Tcsl. — Dissolve a few cr>'S- 
tals of choleslerin in 2 c.c. of chloroform in a. dry test-tube. 
Now add 10 drops of acetic anhydride and 1-3 drops of con- 
centrated sulpliuric acid. The solution becomes red, then 
blue, and finally bluish-green in color. 

(rf) Salkozvski's Tcsl. — Dissolve a few crystals of choles- 
terin in a little chloroform and add an equal volume of con- 
centrated sulphuric acid. A play of colors from bluish-red 
to cherry-red and purple is noted in liie chloroform, while the 
acid assumes a marked green fluorescence. 

(e) Schiff's Reaction. — To a little cholesterin in an evapor- 
ating dish add a few drops of Schiff's reagent.' Evaporate I 
to dryness over a low flame and observe the reddish-vinlet < 
residue which changes to a bluish- violet. 

(/) Phosphorus. — Test for phosphorus according to direc- 
tions given on page 2J3. Is phosphorus present? 

3. Preparation of Cerebrin. — Treat the macerated brain 
tissue, in a flask, with 95 per cent alcohol and Iwil on a water- 
bath for one-half hour, keeping the volume constant by adding 
fresh alcohol as needed. Filter the solution hoi and stand 
the doitdy filtrate away for twenty- four hours, (If the fil- 
trate is not cloudy concentrate it upon the water-balh until 
it is so.) Filter off the cerebrin and test it as follows : 

(a) Microscopical EA-aminalio». — Suspend a small portion . 
in a drop of water on a slide and examine under the micro- | 
scope. 

(&) Solubility. — Try the solubility of cerebrin in the usual j 
solvents and in hot and cold alcohol and hot and cold ether. \ 

(c) Phosphorus. — Test for phosphorus according to direc- 
tions on page 223. How does the result compare with that 
on lecithin. 

(d) Place .1 little cerebrin on platiinmi foil and warm, 
Note the odor. 

{e) Hydrolysis of Cerebrin. — Place the remaining cerebrin t 
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in a small evaporating dish, add equal volumes of water and 
dilute hydrochloric acid and boil for one hour. Cool, neutral- 
ize with solid potassium hydroxide, filter, and test with Feh- 
ling's solution. Is there any reduction, and if so how do you 
explain it? 



i6 



CHAPTER XVI. 

URINE: GENERAL CHARACTERISTICS OF NOR- 
MAL AND PATHOLOGICAL URINE. 

Volume. — The volume of urine excreted by normal individ- 
uals, during any definite period, fluctuates within very wide 
limits. The average output for twenty-four hours is placed 
by German writers between 1,500 and 2,000 c.c. This value 
is not strictly applicable to conditions in America however 
since it has been found that the average normal excretion of 
the adult male American falls within the lower values of 
1,000-1,200 c.c. The volume-excretion is influenced greatly 
by the diet, particularly by the ingestion of fluids. 

Certain pathological conditions cause the output of urine 
for any definite period to depart very decidedly from the nor- 
mal output. Among the pathological conditions in which the 
volume of urine is increased above normal are the following: 
Diabetes mellitus, diabetes insipidus, certain diseases of the 
nervous system, contracted kidney, amyloid degeneration of 
the kidney and in convalescence from acute diseases in gen- 
eral. Many drugs such as calomel, digitalis, acetates and 
salicylates also increase the volume of the urine excreted. A 
decrease from the normal is observed in the following patho- 
logical conditions: Acute nephritis, diseases of the heart and 
lungs, fevers, diarrhcea and vomiting. 

Color. — Normal urine ordinarily possesses a yellow tint, 
the depth of the color being dependent in part upon the 
density of the fluid. The color of normal urine is due prin- 
cipally to a pigment called urochrome: traces of hamatopor- 
phyriii, urobilin and uroerythrin, have also been detected. 
Under pathological conditions the urine is subject to pro- 
nounced variations in color and may contain many varieties 
of pigments. Under such circumstances the urine may vary 
in color from an extremely light yellow to a very dark brown 
326 



or black. Vogel has constructed a color chart which is of ^^^| 
some value for purposes of comparison. The nature and ^^^| 
origin of the chief variations in the urinary color are set forth ^^^| 
in tabular form by Halliburton as follovirs: ^^^| 


Color. 


Cause of Coloration. 




Nearly colorless. 


Dilution, or diminution of 
normal pigments- 


Nervous conditions: hy ^^^^1 
dniria, diabetes insipi- ^^^^| 
dus, granular kidney. ^^^^| 


Dark yellow to 
brown-red. 


Increase of normal, or oc- 
currence of pathological, 
pigments. 


*""*'"" 1 


Milky, 


Fat globules. 


Chyluria. ^^| 


Pus corpuscles. 


Purulent diseases of the ^^H 


Orange. 


Excreted drugs. 


Santonin, chrysophanic ^^^H 


Red or reddish. 


Hsemaloporphyrin. 

Unchanged haemoglobin. 


globinuria. ^^^| 


Pigments in food (log- 
wood, madder, bilberries, 
fuchsin). 


I 


Brown to brown- 
black. 


Hxmatin. 


Small haemorrhages. ^^^H 




MethsemAglobinuria. ^^^| 


Melanin. 


Melanotic sarcoma. ^^| 




Carbolic-acid poisoning. ^^^| 


Greeniah-yellow, 
greenish-brown, 
approaching 
black. 


Bile-pigments. 


'"■•"•_ m 


Dirty green' or 
blue. 


A dark-blue .^cnm on sur- 
face, with a blue deposit, 
due lo an excess of indi- 
go-forming substances. 


Cholera, typhus; seenespe- ~^^^H 
cially when the urine is ^^^H 


Brown-yellow to 
red -brown, be- 
coming blood- 
red npon add- 
ing alkalis. 


Substantcs contained in 
senna, rhubarb, and che- 
lidonium which are in- 
troduced into the sys- 
tem. 


J 


^^U ' This diny green or blue color also occurs after the use of methylene- ^^^^H 
^^H blue in the organism. ^^^H 
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Transparency. — Normal urine is ordinarily perfectly clear 
and transparent when voided. On standing for a variable 
time, liowever, a cloud (nuljeciila) con^j^ting principally of 
nucleo-proteid or mucoid (see i>. 264) and epithelial cells 
forms. A turliidity due to the precipitation of phosphates is 
normally noted in urine passed after a hearty meal. The 
urine obtained 2-^ hours after a meal nr later is ordinarily 
free from turbidity, Permanently turbid urines ordinarily 
arise from pathological conditions. 

Odor. — The odor of normal urine is of a faint, aromatic 
type. The bodies to which this odor is due are not well known, 
but it is claimed by some investigators to be due, at least in 
part, to the presence of minute amounts of certain volatile 
organic acids. When the urine undergoes decomposition, e. g., 
in alkaline fermentation a very unpleasant ammoniacal odor 
is evolved. All urines are subject to such decomposition if 
allowed to stand for a sufficiently long time. Under normal 
conditions the urine very often possesses a peculiar o<lor due 
to the ingestion of some certain drug or vegetable. For 
instance, cubebs, copaiba, myrtol, saffron, tolu and turpentine 
each imparts a somewhat specific odor to the urine. .Xfter 
the ingestion of asparagus, the urine also possesses a typical 
odor. 

Frequency of Urination. — The frequency of urination 
varies greatly in different individuals but in general is de- 
pendent upon the amount of fluid in the bladder. In patho- 
logical conditions an inflammatory affection of the urinary 
tract or any disturbance of the innervation of the bladder will 
influence the frequency. Affections of the spinal cord which 
lead to an increased irritability of the bladder or a weakening 
of the sphincter will result in increasing the frequency of 
urination. 

Reaction. — The mi.xed twenty-four hour urinary excretion 
of a normal individual ordinarily possesses an acid reaction 
to litmus. This acidity is now believed to be due to the pres- 
ence of various acidic radicals and not to the presence of 
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sodium di-hydrogen phosphate as was formerly held (see 
Phosphates, p. 275). The acidity imparted to the urine by 
any particular acid depends entirely upon the extent to which 

Fig. 81. 




a. Fungus 



the acid is dissociable, since it is the hydrogen inn wJiicli is 
responsible for the acid reaction. 

The composition of the food is perhaps the most important 
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factor in determining the reaction of tlie urine. Tlie reaction 
ordinarily varies considerably according to the time of day 
the urine is passed. For instance for a variable length of time 
after a meal the urine may be neutral or even alkaline in re- 
action to litmus, owing to the claim of the gastric juice upon 
the acidic radicals to further the formation of hydrochloric 
acid for use in carrying out the digestive secretory function. 
This change in reaction is known as the alkaline tide and is 
common to perfectly healthy individuals. The urine may also 
become temporarily alkaline in reaction to litmus, a-; tlie resuh 
of ingesting alkaline carbonates or certain salts of tartaric and 
citric acids which may be transformed into carbonates within 
the organism. Normal urine upon standing for some time 
becomes alkaline in reaction to litmus, owing to the inception 
of alkaline or ammoniacal fermentation through the agency 
of micro-organisms. This fermentation has no especial diag- 
nostic value except in cases where the urine has undergone tliis 
change zfithiii the organism and is voided in the decomposed 
state. Ammoniacal fermentation is ordinarily due to cystitis 
or occurs as the result of infection in the process of catheteriza- 
tion. A microscopical examination of such urine (Fig, 81, 
p, 229) shows the presence of iitiiniouiinii nuigncsiiim phos- 
phate crystals, amorphous phitsphatcs and uoi infretiiiently 
ammotmtm urate. 

Occasionally a urine which possesses a normal acidity when 
voided, upon standing instead of undergoing ammoniacal fer- 
mentation as above descril>ed will become still more strongly 
acid in reaction. Sudi a phenomenon is termed acid fermenta- 
tion. Accompanying this increased acidity there is ordinarily 
a deepening of the tint of the urinary color. Such urines may 
contain acid urates, uric acid, fungi and calcium oxalate (Fig. 
82, p. 229). On standing for a sufficiently long time any uift)^ 
which exhibits acid fermentation will ultimately change in MT- 
action. due to the inception of alkaline fermentation, and will 
show the microscopical deposits characteristic of such a urine. 

Specific Gravity. — The specific gravity of the urine o( 
normal individuals varies ordinarily between 1.015 ^"d 1.025. 



Fig. 83, 
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This value is subject to wide fluctuations under various con- 
ditions. For instance following copious water- or beer-drink- 
ing the specific gravity may fall to 1.003 or lower, whereas in 
cases of excessive perspiration it may rise as high as 1.040 

or even higher. Where a very accurate de- 
termination of the specific gravity is desired 
use is commonly made of the pyknometcr or oi 
the IVestfihal hydrostatic balance. These in- 
struments, however, are not suited for clinical 
use. The clinical method of determining the 
specific gravity is by means of a urinoineU-r 
(Fig. 83, p. 231). This affords a very rapid 
method and at the same time is sufficiently ac- 
curate for clinical purposes. The urinometer 
is always calibrated for use at a specific tem- 
perature and the observations made at any 
other temperature must be subjected to a cer- 
tain correction to obtain the true specific grav- 
ity. In inakin™ this correction one unit of the 
last order is added to the observed specific 
gravity for every three degrees aboi'e the 
normal temperature and subtracted for every 
three degrees bclozv the normal temperature. 
For instance, if in using a urinometer cali- 
brated for 15° C. the specific gravity of a 
urine having a temperature of 21° C. is de- 
termined as 1.018 it is necessarj' to add to the ^^— ■■ ■■^^ 
observed specific gravity two units of the third Ui'f'onKTKB and 
order to obtain the real specific gravity of the 
urine. Therefore the true specific gravity, at 15° C, of a 
urine having a specific gravity of 1.018 at 21° C. is i.oiS-)- 
0.002^ 1.020. 

Pathologically, the specific gravity may be subjected to very 
wide variations. This is especially true in diseases of the kid- 
neys. In acute nephritis ordinarily the urine is concentrated 
and of a high specific gravity whereas in chronic nephritis the 
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reverse conditions are more apt to prevail. In fact under most 
conditions, whether physiological or paihological, the specific 
gravity of the urine is inversely proportional to the volume 
excreted. This is not true of diatietes mellitiis. however, where 
the volume of urine is large and the specific gravity is also 
high, owing to the sugar contained in the urine. 

The amount of solids eliminated in the excretion for twenty- 
four hours may be roughly calailated by means of Long's 
CoeffkienI, t. e., 2.6. The solid content of i.ooo c.c. of urine 
is obtained by multiplying the last two figures of the specific 
gravity observed at 25° C. by 2.6. To determine the amount 
of solids excreted in twenty-four hours if the volume was 
1,120 c.c. and the specific gravity was 1.018 the calculation 
would be as follows : 

(0) 18 X 2.6^46.8 grams of solid matter in i.ooo c.c. of 
urine. 



52.4 grams of solid matter in \.\20 c.c. 






ft) 46.8 X "^^ 
1000 
of urine. 

The coefficient of Haser (2.33) which has been in use for 
years probably gives values that are inaccurate for conditions 
existing in .\merica. 

Freezing-Point (Cryoscopy). — The freezing-point of a 
solution depends upon the total number of molecules of solid 
matter dissolved in it. The determination of the osmotic pres- 
sure by this method has recently come to be of some clinical 
importance particularly as an aid in the diagnosis of kid- 
ney disorders. In this connection it is Ijest to collect the 
urine from each kidney separately and determine the freezing- 
point in the individual samples so collected. By this means 
considerable aid in the diagnosis of renal diseases may be 
secured. The Huids most frequently examined cryoscopically 
are the blootl (see p. 148) and the urine. The freezing-point 
is denoted by A. The value of A for normal urine varies ordi- 
narily between — 1.3^ and — 2.3" C, the freezing-point of 
pure water being taken as o", i is subject to very wide flue- 



tuations under unusual conditions. For 
instance following copious water- or 
beer-drinking A may have as high a 
value as — 0.2" C. whereas on a diet 
containing much salt and deficient in 
fluids the value of A may be lowered 
to —3° C. or even lower. The freez- 
ing-point of normal blood is generally 
about — 0.56^ C. and it not subject 
to the wide variations noted in the 
urine, because of the tendency nf the 
organism to maintain the normal os- 
motic pressure of the blood under all 
conditions. Variations between — 0.5 1 
and — 0.62° C. may lie due entirely 
to dietary conditions but if any marked 
variation is noted it can, in mo.st 
cases, be traced to a disordered kidney 
function. 

Freezing-point determinations may 
be made by means of the Beckmann- 
Heidenhain apparatus ( Fig. 84, p. 2;^^ ) 
or the Zikel Pektoscope. The Beck- 
mann-Heidenhain apparatus consists 
of the following parts : A strong bat- 
tery jar or beaker (C) furnished with 
a metal cover which is provided with 
a circular hole in its center. This 
strong glass vessel serves to hold the 
freezing mixture by means of which 
the temperature of the fluid under ex- 
amination is lowered. A large glass 
tube (B) designed as an air-jacket, 
and formed after the manner of a 
test-tube is introduced through the 
central aperture in the metal cover 
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and into this air-jacket is lowered a smaller tube (A) con- 
taining the fluid to be tested. A very delicate thermom- 
eter (D). graduated in iuindrcdths of a degree is intro- 
duced into the inner tube and is held in place bv means of a 
cork so that the mercury hull) is immersed in tlie fluid under 
examination but does not come in contact with any glass sur- 
face. A small platinum wire stirrer serves to keep the fluid 
under examination well mixed while a larger stirrer is used to 
manipulate the freezing mixture. (Rock salt and ice in the 
proportion i :^ forni a very satisfactory freezing mixture.) 

In making a determination of the freezing-point of a fluid 
by means of the Beckmann-Heidenhain apparatus proceed as 
follows : Place the freezing mixture in the battery jar and add 
water (if necessary) to secure a temperature not lower than 
3° C. Introduce the fluid to be tested into tube A, place the 
thermometer and platinum wire stirrer in position and insert 
the tube into the air jacket which has previously been inserted 
through the metal cover of the battery jar. Manipulate the 
two stirrers in order lo insure an etiuuhzataion of lemperalure 
and observe the course of the mercury column of ihe ther- 
mometer very carefully. The mercury will gradually fall and 
this gradual lowering of the temperature will be followed by 
a sudden rise. The point at which the mercury rests after 
Ibis sudden rise is the frce::iiig-poiu!. This rise is due to the 
fact that previous to freezing, a fluid is always more or less 
over cooled and the thermometer temporarily registers a tem- 
perature somewhat beioii- lite free::ing-poi)it. As the tluid 
freezes however there is a very sudden change in the tem- 
perature of the liquid and this change is imparted to the ther- 
mometer and causes the rise as indicated. It occasionally 
occurs that the fluid under examination is very much over 
cooled and does not freesc. Under such circumstances a small 
piece of ice is introduced into it by means of the side tube 
noted in the figure. This so-called " inoculation " causes the 
fluid to freeze instantaneously. (For details of the method 



4 



URINE. 235 

of determining the freezing-point consult standard works on 
physical or organic chemistry.) 

Electrical Conductivity. — The electrical conductivity of 
the urine is dependent upon the number of inorganic molecules 
or ions present, anil in this differs from the freezhig-point 
which is dependent upon the total number of molecules both 
inorganic and organic which are in solution. The conductivity 
of the urine has been investigated but slightly, and this very 
recently, but from the data secured it seems that the value 
generally falls below " = 0.03. The conductivity of blood 
serum has been determined as 1^^0.012. Up to the present 
time the determination of the electrical conductivity of any 
of the fluids of the body has been put to very slight clinical 
use. Experience may show the conductivity value to be a more 
important aid to diagnosis than it is now considered particu- 
larly if it is taken in connection with the determination of the 
freezing-point. By a combination of these two metlirxls the 
portion of the osmotic pressure due respectively to electrolytes 
and non-electrolytes may be determined. For a discussion of 
electrical conductivity, the method by which it is determined 
and the principles involved consult standard Works on physical 
or cleclroclieLnistry. 

Collection of the Urine Sample. — ^If any dependable data 
are desired regarding the quantitative composition of the urine 
the examination of the mixed excretion for twenty-four hours 
is absolutely necessary. In collecting the urine the bladder 
may be emptied at a given hour, say 8 A. M.. the urine dis- 
carded and all the urine from tliat hour up to and including 
that passed the next day at 8 A. M. saved, thoroughly mixed 
and a sample taken for analysis. Powdered thymol, 

CH, 



/OH 
CH3— CH — CH3, 
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is a very satisfactory presen'ative since the excess may be re- 
moved by filtration, if desired, and any small amount which 
may go into solution will have no appreciable influence upon 
the determination of any of the urinary constituents. It has 
no reducing jMiwer and so may safely be used to preserve dia- 
betic urines. Tu insure the preservation of the mixed urine of 
the twenty- four hour pericxi it is advisable to place a small 
amount of the thymol powder in the urine receptacle before 
the first fraction of urine is voided. 

In certain pathological conditions it is desirable to collect 
the urine passed during tlie day separately from that passed 
during the night. When this is done the urine voided between 
8 A. M. and 8 P. M. may Ije taken as the day sample and that 
voided between 8 P. M, and 8 A. M, as the night sample. 

The qnaiilatizr testing of urine voided at ramiom, except 
in a few specific instances, is of no particular value .so far as 
giving us any accurate knowledge as to tlie exact urinary 
characteristics of the individual is concerned. In the great 
majority of cases the rjualitative as well as the quantitative 
tests should be made upon the mixed excretion for a twenty- 
four hour period. 
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URINE: PHYSIOLOGICAL CONSTITUENTS^ 



I. Organic Physiological Constituents. 



Urea. 
Uric acid. 
Creatinin. 



Ethereal sulphuric acids . . 



Hippuric acid. 
Oxalic acid. 



Xeutral sulphur compounds. 



Allantoin. 



Aromatic oxyacids 



Phenol- and />-cresol-sulphuric 
acids. 

Pyrocatechin-sulphuric acid. 
Indoxyl-sulphuric acid. 
^ Skatoxyl-sulphuric acid. 



"Cystin. 

Chondroitin-sulphuric acid. 

Sulphocyanides. 

Taurin derivatives. 

Oxyproteic acid. 

Alloxyproteic acid. 
LUro ferric acid. 

Paraoxyphenyl-acetic acid. 
Paraoxyphenyl-propionic acid. 
Homogentisic acid. 
Uroleucic acid. 
Oxymandelic acid. 
.Kvnurenic acid. 



Benzoic acid. 
Nucleo-proteid. 
Oxaluric acid. 

* It is impossible to make any absolute classification of the physiological 
and pathological constituents of the urine. A substance may be present in 
the urine in small amount physiologically and be sufficiently increased 
under certain conditions as to be termed a pathological constituent. 
Therefore it depends, in some instances, upon the quantity of a constituent 
present whether it may be correctly termed a physiological or a patholog- 
ical constituent. 
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Enzymes f Pepsin. 

\Diastatic enzyme (Amylase), 



Volatile fatty acids 



' Acetic acid. 
Butyric acid. 
, Formic acid. 



Paralactic acid. 

Phenaceturic acid. 

Phosphorized compounds. . . / Glvcerophosphoric acid. 
*^ t Phosphocarnic acid. 

{Urochrome. 
Urobilin. 
Uroer)rthrin. 



Ptomaines and leucomaincs. 



Purin bases 



Adenin. 
Guanin. 
Xanthin. 
Epiguanin. 
Episarkin. 
Hypoxanthin. 
Paraxanthin. 
Heteroxanthin. 
. i-Methylxanthin. 



2. Inorganic Physiological Constituents. 

Ammonia. 

Sulphates. 

Chlorides. 

Phosphates. 

Sodium and potassium. 

Calcium and magnesium. 

Carbonates. 

Iron. 

Fluorides. 

Nitrates. 

Silicates. 

Hydrogen peroxide. 



URINE. 

DREA, ( 
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Urea is the principal end-product of tlie metabolism of pro- 
teid bodies. It has been generally believed that about 90 per 
cent of the total nitrogen of the urine was present as urea. 
Recently, however. Folin has shown that the distribution of the 
nitrogen of the urine among nrea and the other nitrogen- 
containing bodies present depends entirely upon the absolute 
amount of the total nitrogen excreted. He found that a de- 
crease in the total nitrogen excretion was always accompanied 
by a decrease in the percentage of the total nitrogen excreted 
as urea, and that after so regulating the diet of a normal per- 

Fin. 85. 




son as to cause the excretion of total nitrogen to be reduced 
to 3-4 grams in 24 hours, only about 60 per cent of Hits nilro- 
gen appeared in the urine as ttrea. His experiments also seem 
to show urea to be the only one of the nitrogenous excretions 
which is relatively as well as absolutely decreased as a result 
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of decreasing the amount of proteid metabolized. This same 
investigator reports a hospital case in which only 14.7 per cent 
of the total nitrogen was present as urea and almut 40 per 
cent was present as ammonia. Morner had previously reported 
a case in which but 4.4 per cent of the total nitrogen of the 
urine was present as urea, and 26.7 per cent was present as 
ammonia. 

Urea occurs most abundantly in the urine of man and car- 
nivora and in somewhat smaller amount in the urine of herbi- 
vora; the urine of fishes, amphibians and certain birds also 
contains a small amount of the substance. Urea is also found 
in nearly all the fluids and in many of the tissues and organs 
of mammals. The amount excreted imder normal conditions, 
by an adult man in 24 hours is about 30 grams; women excrete 
a somewhat smaller amount. The excretion is greatest in 
amount after a diet of meat, and least in amount after a diet 
consisting of non-nitrogenous foods; this is due to the fact 
that the last mentioned diet has a tendency to decrease the 
metabolism of the tissue proteids and thus cause the output 
of urea under these conditions to fall below the output of urea 
observed during starvation. The output of urea is also in- 
creased after copious water- or beer-drinking. This increase 
is due primarily to the washing out of the tissues of tlie urea 
pre\'iously formed, but which liad not been removed in the nor- 
mal processes, and, secondarily to a stimulation of proteid 
catabolism. 

Urea may be formed in the organism from amino acids 
such as leucin, glycocoll and aspartic acid: it may also be 
formed from ammonium carbonate {NH4)2C03 or ammonitun 
carbamate, H,N ■ O ■ CO ■ NHj. 

There are differences of opinion regarding the transforma- 
tion of the substances just named into urea but there is rather 
conclusive evidence that at least a part of the urea is formed 
in the liver; it maybe formed in other organs or tissues as well. 

Urea crystallizes in long, colorless, four or six-sided, anhy- 
drous, rhombic prisms (,Fig.85.p. ^39), whicii melt at 1^2" C. 
and are soluble in water or alcohol and insoluble in ether or 
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chloroform. If a crystal of urea is heated in a test-tube, it 
melts and decomposes with the liberation of ammonia. The 

residue contains cyailuric acid, 

COH 

N N 



N 

i = 
C = 

The biuret may be dissolved in water and a reddish-violet color 
obtained by treating the aqueous solution with cupric sulphate 
and potassium hydroxide (see Biuret Test, p. 45), Certain 
hypochlorites or hypobromites in alkaline solution have the 
power of decomposing urea into nitrogen, carbon dioxide and 
water. Sodium hypobromite brings about this decomposition 
as follows: 

CO(NH,)j + SNaOBr = 3NaBr + N„ + CO^ + 2HjO. 

This property forms the basis for the clinical quantitative 
determination of urea (see page 351). 

Urea has the power of forming crystalline compounds with 
certain acids : urea nitrate and urea oxalate are the most im- 
portant of these compounds. Urea nitrate, COCNHi)^' 
HNO3, crystallizes in colorless, rhombic or six-sided tiles (Fig. 
86, p, 242), which are easily soluble in water. Urea oxalate, 
2'C0(NHj)3' HjCjO,, crystallizes in the form of rhombic 
or six-sided prisms or plates (Fig. 88. p. 244) : the oxalate 
differs from the nitrate in being somewhat less soluble in water. 



342 PHYSIOLOGICAL CHEMISTRY. 

A decrease in the excretion of urea is observed in many 
diseases in which the diet is much reduced and in some dis- 
orders as a result of alterations in metabolism, e. g., myxoe- 
dema, and in others as a result of changes in excretion, as in 




Urea Kitkate. 



severe and advanced kidney disease. A patliolog:icai increase 
is found in a large prnportJon of diseases wliicJi are asso- 
ciated with a toxic state. 

Ilxperimexts on Urea. 
I. Isolation from the Urine.^PIace 800 c.c. of urine in a 

precipitating jar, add 350 c.c. of baryta mixture' and stir thor- 
oughly. Fiher off the precipitate of phosphates, sulphates, 
urates and hippurates and evaporate the filtrate on a water- 
bath to a thick syrup. This syrup contains chlorides, creatinin, 
organic salts, pigments and urea. Extract the syrup with 
warm 95 per cent alcohol and filter again, The filtrate contains 
the urea contaminated with pigment. Decolorize the filtrate 
by boiling with animal charcoal, filter again and stand the 

'Baryta mixture consists of a mixture of one volume of a saturated 
solution of Ba(NO.). and two volumes of a saturated solution of Ba(OH),. 
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filtrate away in a cold place for crystallization. Examine the 
crystals under the microscope and compare them with those 
shown in Fig, 85, page 239. 

2. Solubility. — Test the solubility of urea, prepared by 
yourself or furnished by the instructor, in the ordinary sol- 
vents (see p. 4) and in alcohol and elher. 

3. Melting-point. — ^Determine the 
melting-point of some pure urea furnished 
by the instructor. Proceed as follows: 
Into an ordinary melting-point tube, 
sealed at one end, introduce a crystal of 
urea. Fasten the tube to the bulb of a 
thermometer as shown in Fig. 87. p. 243, 
and suspend the bulb and its attached 
tube in a small beaker containing sul- 
phuric acid. Gently raise the tempera- 
ture of the acid by means of a li:>w flame, 
stirring the fluid continually, and note the 
temperature at which the urea begins to 
melt. 

4. Crystalline Form. — Dissolve a 
crystal of pure urea in a few drops of 
95 per cent alcohol and place 1-2 drops 
of the alcoholic solution on a microscopic 
slide. Allow the alcohol to evaporate 
spontaneously, examine the crystals under 
the microscope and compare them with 
those reproduced in Fig. 85. p. 239. Re- 
crystallize a little urea from water in the 
same way and compare the crystals 
those obtained from the alcoholic solution. 

5. Formation of Biuret. — Place a small amount of urea in 
a dry test-tube and heat carefully in a low flame. The urea 
melts at 132° C. and liberates ammonia. Continue heating 
until the fused mass begins to solidify. Cool the lube, dis- 
solve the residue in dilute potassium hydroxide solution and 
add ver)- dilute ciipric sulphate solution (see p. 45), The 
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purplish-violet color is due to the presence of biuret which has 
been formed from the urea through the application of heat as 
indicated. This is the reaction: 



NH. 



NH2 

2 = 



i = 



NH. 

Urea. 



\ 
NH + NH 

/ 
C = 



8 



A 



H, 

Biuret. 



6. Urea Nitrate. — Prepare a concentrated solution of urea 
by dissolving a little of the substance in a few drops of water. 
Place a drop of this solution on a microscopic slide, add a drop 



Fig. 88. 




Urea O.xalatk. 



of concentrated nitric acid and examine under tlie microscope. 

Compare tlie crystals with those repro(hiced in V\g. 86, p. 242. 

7. Urea Oxalate. — To a drop of a concentrated solution of 

urea, prepared as described in the last experiment (6) , add a drop 
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of a saturated solution of oxalic acid. Examine under the 
microscope and compare the crystals with those shown in Fig. 
88. page 244, 

8. Decomposition by Sodium-Hypobromite. — Into a 
mixture of 3 c.c. of concentrated sodium hydroxide solution 
and 2 c.c. of bromine water in a test-tube introduce a crystal 
of urea or a small amount of a concentrated solution of urea. 
Through the influence of the sodium-hypobromite, NaOBr, 
the urea is decomposed and carbon dioxide and nitrogen are 
liberated. The carbon dioxide is absorbed by the excess of 
sodium hydroxide while the nitrogen is evolved and causes 
the marked effervescence observed. This property forms the 
basis for one of the methods in common use for the quanti- 
tative determination of urea. Write the equation showing 
tlie decomposition of urea by sodium-hypobromite. 

9. Furfurol Test. — To a few crystals of urea in a small 
porcelain dish add 1-2 drops of a concentrated aqueous solu- 
tion of furfurol and 1-2 drops of concentrated hydrochloric 
acid. Note the appearance of a yellow color which gradually 
changes into a purple. .Mlantoin also responds to this test 
(see page 261). 

HN- 
I, 



URIC ACID, Oi; 
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HN 



-CO 
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Uric acid is one of the most important of the constituents 
of the urine. Normally about 0.7 gram is excreted in 24 hours 
but this amount is subject lo wide variations, particularly under 
certain dietary and pathological conditions. Uric acid is a 
diureide and consequently upon oxidation yields two molecules 
of urea, It acts as a weak dibasic acid and forms two classes of 
salts, neutral and acid. The neutral potassium and lithium 
urates are the most easily soluble of the alkali salts; the am- 
monium urate is diflficultly soluble. The acid-alkali urates are 
more insoluble and form the major portion of the sediment 
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whicli separates upon cooling concentrated urine ; the alkaline 
earth urates are very insoliible. Ordinarily uric acid occurs in 
the urine in the form of urates and upon acidifying the liquid 
the uric acid is liberated and deposits in crystalline form. This 
property foniis the txisis for one of ihe older luethiKJ* fur the 
quantitative determination of uric acid (Heintz Method, p. 350), 

Uric acid is very closely related to the purin bases as may 
be seen from a comparison of its structural formula with 
thnse of the purin bases given on page 2\ i. According to the 
purin nomenclature it is designated 2-6-8-trioxypurin. Uric 
acid forms the principal end-product of the nitrogenous meta- 
bolism of birds and scaly amphibians; in the human organism 
it occupies the fourth position inasmuch as here urea, am- 
monia and creatinin are the chief end-products of nitrog- 
enous metabolism. The relation existing between uric acid 
and urea in human urine under normal conditions varies on the 
average from i :40 to i ; 100 and is subject to wider varia- 
tions under pathological conditions. Because of the high 
content of uric acid in the urine of new-born infants the ratio 
may be reduced to i :io or even lower. 

In man, uric acid probably results principally from the 
destruction of nuclein material. It may arise from nuclein 
or other purin material ingested as food or from the disin- 
tegrating cellular matter of the organism. The uric acid , 
resulting from the first process is said to be of exogenous 
origin, whereas the product of the second form of activity is 
said to be of endogenous origin. As the result of experimen- 
tation. Sivcn, and Burian and Schur, and Rnckwood claim 
that the amount of endogenous uric acid formed in any given 
period is fairly constant for each individual under normal 
conditions, and that it is entirely independent of the total 
amount of nitrogen eliminated. Recently Folin has taken ex- 
ception to the statements of these investigators and claims 
that, following a pronounced decrease in the amount of pro- 
teid metabolized, the absolute quantity of uric acid is decreased 
but that this decrease is relatively smaller than the decrease 
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in the total nitrogen excretion and that the per cent of the uric 
acid nitrogen, in terms of the total nitrogen, is therefore de- 
cidedly increased. 

In birds and scaly amphibians the formation of uric acid 
is analogous to the formation of urea in man. In these or- 
ganisms it is derived principally from the proteid material 
of the tissues and the food and is formed through a process 
of synthesis which occurs for the most part in the liver: a 
comparatively small fraction of the total uric acid excretion of 
birds and scaly amphibians may result from nuclein material. 

When pure, uric acid may be obtained as a white, odorless, 
and tasteless powder which is composed principally of small 
transparent crystalline rhombic plates. Uric acid as it sepa- 
rates from the urine is invariably pigmented, and crystallizes 
in a large variety of characteristic forms, e. g., dumb-bells, 
wedges, rhombic prisms, irregular rectangular or hexagonal 
plates, whetstones, prismatic rosettes, etc. Uric acid is in- 
soluble in alcohol and ether, soluble with difficulty in boiling 
water { i : 1800) and practically insoluble in cold water 
(1:39,480, at 18" C), It is soluble in alkalis, alkali car- 
bonates, boiling glycerin, concentrated sulphuric acid and in 
certain organic bases such as ethylamine and piperidin. It is 
claimed that the uric acid is held in solution in the urine by 
the urea and di-sodiuni hydrogen phosphate present. Uric 
acid possesses the power of reducing cupric hydroxide in 
alkaline solution and may thus lead to an erroneous conclusion 
in testing for sugar in the urine by means of Fehling's or 
Trommer's tests. A white precipitate of cuprous urate is 
formed if only a small amount of cupric hydroxide is present, 
but if enough of the copper salt is present the characteristic 
red or brownish-red precipitate of cuprous oxide is obtained. 
Uric acid does not possess the power of reducing bismuth in 
alkaline solution and therefore does not interfere in testing for 
sugar in the urine by means of Boettger's or Nylander's tests. 

In addition to being an important urinary constituent uric 
acid is normally present in the brain, heart, liver, lungs, pan- 
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creas and spleen: it also occurs in tlie blood of birds and bas 
been detected in traces in human blood under normal condi- 
tions. 

Pathologically, the excretion of uric acid is subject to wide 
variations but the experimental findings are rather contradic- 
tory. It may be stated with certainty, however, that in 
leukaemia the uric acid output is increased absolutely as well 
as relatively to the urea output; under these conditions the 
ratio Iwtween the uric acid and urea may be as low as i :g, 
whereas the normal ratio, as we have seen, is 1 150 or higher. 
In the study of the influence of X-ray on metabolism Edsall 
has very recently reached some interesting conclusions. He 
found that the excretion of uric acid is usually increased and 
that in some conditions, particularly in leukaemia, it may be 
greatly increased. The excretion of total nitrogen, phos- 
phates and other substances may also be considerably increased. 

Experiments on Uric Acid. 

1. Isolation from the Urine. — Place about 200 c.c. of 
filtered urine in a beaker, render it acid with 2-10 c.c. of con- 
centrated hydrochloric acid, stir thoroughly and stand the 
vessel in a cold place for 24 hours. Examine the pigmented 
crystals of uric acid under the microscope and compare them 
with those shown in Fig. lor, p. 323 and PI. V. opposite p. 247. 

2. Solubility. — Try the solubility of pure uric acid, fur- 
nished hy the instnictor, in the ordinary solvents (see p. 4) 
and in alcohol, ether, concentrated sulphuric acid and in boiling 
glycerin. 

3. Crystalline Form of Pure Uric Acid. — Place about 100 
c.c. of water in a small beaker, render it distinctly alkaline with 
potassium hydroxide solution and add a small amount of pure 
uric acid stirring continuously. Cool the solution, render it 
distinctly acid with hydrochloric acid and allow it to stand 
in a coo! place for crystallization. Examine the crystals under 
the microscope and compare them with those reproduced in 
Fig. 89, page 249. 
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4, Murexid Test. — To a small amount of pure uric acid 
in a small evaporating dish add 2-3 drops of concentrated 
nitric acid. Evaporate to dryness carefully on a water-bath 
or over a very loft flame. A red or yellow residue remains 

Fio. 8g. 




which turns purplish-red after cooling the dish and adding a 
drop of very dilute ammonium hydroxide. The color is due 
to the formation of murexid. If potassium hydroxide is used 
instead of ammonium hydroxide a purplish-violet color due 
to the production of the potassium salt is obtained. The color 
disappears upon warming; with certain related bodies (purin 
bases) the color persists under these conditions. 

5. Schiff's Reaction. — Dissolve a small amount of pure 
uric acid in sodium carbonate solution and transfer a drop of 
the resulting mixture to a strip of filter paper saturated with 
argentic nitrate solution. A yellowish-brown or black colora- 
tion due to the formation of reduced silver is produced, 

6. Influence upon Fehling's Solution. — Dilute i c.c. of 
Fehling's solution with 4 c.c. of water and heat to boiling. 
Now add slowly, a few drops at a time, 1-3 c.c. of a concen- 
trated solution of uric acid in potassium hydroxide, heating 
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after each addition. From this experiment wliat do you con- 
clude reg:arding; the possibility of arriving at an erroneous 
decision when testing for sugar in the urine by means of : 
Fehling's test? 

7. Reduction of Nylander's Reagent. — To 5 c.c. of a solti^^ 
tion of uric acid in potassium hydroxide add about one-half 
a cubic centimeter of Nylander's reagent and heat to boiling 
for a few moments. Do you obtain the typical black end- 
reaction signifying the reduction of the bismuth? 



NH- 



-CO 



I 



-NH , 



N-CHs-CH,. 

Creatinin is the anhydride of creatin and is a constituent of 
normal human urine. It is derived from the creatin of in- 
gested muscular tissue as well as from the creatin of the 
muscular tissue of the organism. Under normal conditions 
about I gram of creatinin is excreted by an adult man in 24 
hours, the exact amount depending in great part upon the 
nature of the food and decreasing markedly in starvation. 
Very little that is important is known regarding the excre- 
tion of creatinin under pathological conditions. The creatinin 
content of the urine is said to be increased in typhoid fever, 
typhus, tetanus and pneumonia, and to be decreased in anemia, 
chlorosis, paralysis and in advanced degeneration of the kid- 
neys. The greater part of the data, however, relating to the 
variation of thccreatinin excretion under pathological condi- 
tions are not of much value since, in nearly every instance, 
the diet was not sufficiently controlled to permit the collection 
of reliable data. 

Creatinin crystallizes in colorless, glistening monoclinic 
prisms (Fig. 90. p. 251) which are soUible in about 12 parts 
of cold water; they are more soluble in warm water and in 
warm alcohol. One of the most important and interesting of 
the compounds of creatinin is creatinin-::inc 



chloride, ^^^H 
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(C4HTNaO)BZnCl2, which is formed from an alcohohc solu- 
tion of creatinin upon treatment with zinc chloride in acid 
solution. Creatinin has the power of reducing cupric hy- 
droxide in alkaline solution and in this way may interfere with 
the determination of sugar in the urine. In the reduction by 
creatinin the blue liquid is first changed to a yellow and the 
formation of a brownish-red precipitate of cuprous oxide is 
brought about only after continuous boiling with an excess 
of the copper salt. Creatinin does not reduce alkaline bismuth 
solutions and therefore does not interfere with Nylander's 
and Eoettger's tests. 




It has very recently been shown by Folin that the absolute 
quantity of creatinin eliminated in the urine on a meat-free 
diet is a constant quantity different for different individuals, 
but wholly independent of quantitative changes in the total 
amount of nitrogen eliminated. 

E.XPERIMENTS ON CrEATININ. 

I . Separation from the Urine. — Place 250 c.c. of urine in 

a casserole or beaker, render it alkaline with milk of lime and 
then add CaCl^ solution until the phosphates are completely 
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precipitated. Filter off the precipitate, render the filtrate 
slightly acid with acetic acid and evaporate it to a syrup. 
While still warm this syrup is treated with about 50 c.c. of 
95-97 per cent alcohol and the mixture allowed to stand 8-12 
hours in a cool place. The precipitate is now filtered off and 
the fiUrale treated with a little sodium acetate and about one- 
half c.c. of acid-free zinc chloride solution having a specific 
gravity of 1.2. This mixture is stirred thoroughly and allowed 
to stand in a cold place for 48-72 hours. Creatinin-zinc 
chloride (Fig. 91, below) will crystallize out under these con- 




ditions. Collect the crystals on a filter paper and wash them 
with alcohol to remove chlorides. Now treat the zinc chloride 
compound with a little warm water, boil with lead oxide and 
filter. The filtrate may now be decolorized by animal charcoal, 
evaporated to dryness and the residue extracted with strong 
alcohol. (Creatin remains undissolved under these condi- 
tions.) The alcoholic extract of crealiniu is now evaporated 
to incipient crystallization and left in a cool place until crys- 
tallization is complete. If desired the crystals may be purified 
by recrystallization from water. 

2. Weyl's Test.— Take 5 c.c. of urine in a test-tube, add a 
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few drops of sodium nitro-prusside and render the solution 
alkaline with potassium hydroxide solution. A ruby-red color 
results which soon turns yellow. See Leg;ars test for ace- 
tone, page ^0$. 

3. Salkowski's Test. — To the yellow solution obtained in 
Weyl's test above add an excess of acetic acid and apply heat 
A green color results and is in turn displaced by a blue color. 
A precipitate of Prussian bhie may form, 

4. Jaffa's Reaction. — Place 5 c.c. of urine in a test-tube, 
add an aqueous solution of picric acid and render the mixture 
alkaline with potassium hydroxide solution. A red color is 
produced which turns yellow if the solution be acidified. Dex- 
trose gives a similar red color but only upon the application 
of beat. This color reaction observed when creatinin in alka- 
line solution is treated with picric acid is the basic principle 
of Folin's colorimetric method for the quantitative determi- 
nation of creatinin (see page 369). 

ETHEREAL SDLPHURIC ACIDS. 

The most important of the ethereal sulphuric acids found 
in the urine are phenol-sulphuric acid, p-cresol-sulphuric acid, 
indoxyi-siiiphuric add and skatoxyl-sulphiiric acid. Pyro- 
catechin-sulphuric acid also occurs in traces in human urine. 
The total output of ethereal sulphuric acid varies from 0,09 
to 0.62 gram for 24 hours. In health the ratio of ethereal sul- 
phuric acid to inorganic sulphuric acid is about i : lo. These 
ethereal sulphuric acids originate in part from the phenol, 
cresol, indol and skatol formed in the putrefaction of proteid 
material in the intestine. The phenol passes into the urine 
directly as the corresponding ethereal sulphuric acid whereas 
the indol and skatol undergo a preliminary oxidation to form 
indoxyl and skatoxyl respectively before their elimination. 

It has generally been considered that each of the ethereal 
sulphuric acids was formed principally in the putrefaction of 
proteid material in the intestine and that therefore a determi- 
nation of the total ethereal sulphuric acid content of the urine 
was an index of the extent to which these putrefactive proc- 
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esses were proceeding within the organism. Recently, how- 
ever, Folin has conducled a series of experiments which seem 
to show that the ethereal sulphuric acid content of the urine 
does not afford an index of the extent of intestinal putrefac- 
tion, since these bodies arise only in part from putrefactive 
processes. He claims that the ethereal sulphuric acid excretion 
represents a form of sulphur metabolism which is more in 
evidence upon a diet containing a very small amount of pro- 
teid or upon a diet containing absolutely no proteid. The 
ethereal sulphuric acid content of the urine diminishes as the 
total sulphur content diminishes but the percentage decrease 
is much less. Therefore when considered from the stand- 
point of the total sulphuric acid content the ethereal sulphuric 
acid content is not diminished but is ittcreased, although the 
total sulphuric acid contait is diminished. Folin's experi- 
ments also seem to show that the indoxyl sulphuric acid 
(potassium indoxyl sulphate or indican) content of the urine 
does not originate to any degree from the metabolism of 
proteid material but that it arises in great part from intes- 
tinal putrefaction and that the excretion of indoxyl sulphuric 
acid may alone be taken as a rough index of the extent of 
putrefactive processes within the intestine, Indoxyl sulphuric 
acid, 

GH 

r\ 

HC C~C(0-SO,H). 

I II II 
HC C CH 

V \/ 

CH NH 

therefore, which occurs in the urine as potassium indoxyl sul- 
phate or indican. 



HC C — 0{0-SO.K), 

I II II 
HC C CH 

\/ \y 

CH NH 

is clinically the most important nf the etlie 



ulphuric acids. 
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Tests for Inwcan. 

I. JafFe's Test. — Nearly fill a test-tube with a mixture com- 
posed of equal volumes of concentrated HCl and the urine 
under examination. Add 2-3 c.c. of chloroform and a few 
drops of a calcium hypochlorite solution, place the thumb over 
the end of the test-tube and shake thoroughly. The chloro- 
form is colored more or less, according to the amount of 
indican present. Ordinarily a blue color due to the formation 
of indigo-blue is produced; less fref|uenlly a red color due to 
indigo-red may be noted. 

This is the reaction (see also pages 129 and 130) ; 

CH 



HC C— C-OH 

2 I II II 

HC C CH 

\y \/ 

CH NH 

/»rfp.(y,c.H,No. 
CH 



-)-20 = 



CH 



■2H,0 



HC C— CO 0-C— C CH 

\y \/ \/ \// 

CH NH NH CH 

2, Obemiayer's Test.— Nearly fill a test-tube with a mix- 
ture composed of equal volumes of Obermayer's reagent' and 
the urine under examination. Add 3-3 c.c. of chloroform, 
place the thumb over the end of the test-tube and shake thor- 
oughly. How does this compare with JafFe's test? 



CO-NH-CH,COOH. 



HIPPURIC ACID, 



mayer's reagent is prepared by adding 2-4 grams of ferric chlo- 
a liter of concentrated HCl (sp. gr. i.ig). 
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Tin's acid occurs normally in the urine of both the carnivora 
and herbivora but is more abundant in the urine of the latter. 
It is formed by a synthesis of benzoic acid and glycocoll which 
takes place in the kidneys. The average excretion of an adult 
man for 24 hours under normal conditions is about 0.7 gram, 
Hippiiric acid crystallizes in needles or rhombic prisms (^e 




Fiji- g2, alwve), the particular form depending; ii]Jon the ra- 
pidity of crystallization. It is easily soluble in alcohol or hot 
water, and only slightiy soluble in ether. The output of hip- 
puric acid is increased in diabetes owing probably to the inges- 
tion of much proteid and fruit. It is decreased in fevers and 
in certain kidney disorders where the syntJietic aclivity of the 
renal cells is diminished. 

Experiments on Hitpuric Acid. 

I. Separation from the Urine. — Render 500-1000 c.c. of 

urine of the liorse or cow' alkaline with milk of lime, boil for 

'If urine of the horse or cow is not available human urine may serve 

the purpose fnlly as well provided means are taken to increaEe its content 

of hippnric acid. Tlii^ may be conveniently accomplished by ingesting 2 
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a few moments and filter while hot. Concentrate the filtrate, 
over a burner, to a small volume. Cool the solution, acidify it 
strongly with concentrated hydrochloric acid and stand it in a 
cool place for 24 hours. Filter off the crystals of hippuric 
acid which have formed and wash them with a little cold 
water. Remove the crystals from the paper, dissolve them 
in a very small amount of hot water and -percolate the hot 
solution through thoroughly washed animal charcoal, being 
careful to wash mit the last portion of the hippuric acid solu- 
tion with hot water. Filter, concentrate the filtrate to a 
small volume and stand it aside for crystallization. Examine 
the crystals under the microscope and compare them with 
those in Fig. 92, page 256. 

2. Melting-point.— Determine the melting-point of the 
hippuric acid prepared in the above experiment (see p. 243). 

3. Solubility. — Test the solubility of hippuric acid in the 
ordinary solvents {page 4) and in alcohol, and ether. 

4. Formation of Nitro-Benzene.^To a little hippuric acid 
in a small porcelain dish add 1-2 c.c, of concentrated HNO, 
and evaporate to dryness on a water-baih. Transfer the 
residue to a dry test-tube, apply heat and note the odor of the 
artificial oil of hitter almonds (nitro-benzene). 

5. Sublimation. — Place a few crystals of hippuric acid tn 
a dry test-tube and apply heat. The crystals are reduced to 
an oily fluid which solidifies in a crystalline mass upon cooling. 
When stronger heat is applied the liquid assumes a red color 
and finally yields a sublimate of benzoic acid and the odor of 
hydrocyanic acid. 

6. Formation of Ferric Salt. — Render a small amount of 
a solution of hippuric acid neutral with dilute potassium 
hydroxide. Now add 1-3 drops of neutral ferric chloride 
solution and note the formation of the ferric salt of hippuric 
acid as a cream colored precipitate. 



s of 



the n 



bctiioate at night. The fraction of urine passed in 
i will be found to have a high content of hippuric add. The 
ben/oate h in no way harmful. 
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OXALIC ACID, I 

COOH. 

Oxalic acid is a constituent of normal urine, about 0.02 \ 
gram being eliminated in 24 hours. It is present in the urine \ 
as calcium oxalate, which is kept in solution through the | 
medium of the acid phosphates. The origin of the oxalic acid 
content of the urine is not well understood. It is eliminated, 
at least in part, unchanged when ingested, therefore since I 
many of the common articles of diet, e. g., asparagus, apples, 
cabbage, grapes, lettuce, spinach, tomatoes, etc., contain oxalic | 
acid it seems probable that the ingested food supplies a por- 
tion of the oxalic acid found in tlie urine. There is also ex- 
perimental evidence that part of the oxalic acid of the urine ' 
is formed within the organism in the course of proteid and 
fat metabolism. It has also been suggested that oxalic acid ■ 
may arise from an incomplete combustion of carbohydrates, 
especially under certain abnormal conditions. Pathologically, 
oxalic acid is found to be increased in amount in diabetes , 
mellitus, in organic diseases of the liver and in various other ] 
conditions which are accompanied by a derangement of the ' 
oxidation mechanism. An abnormal increase of oxalic acid I 
is termed oxalnria. A considerable increase in the content of J 
oxalic acid may be noted unaccompanied by any other apparent j 
symptom. Calcium oxalate crystallizes in at least two distinct J 
forms, dumb-bells and octahedra (Fig, 99, page 320). 

Experiments, 

1 . Preparation of Calcium Oxalate. — Place 200-250 cc. I 
of urine in a beaker, add 10 drops of a saturated solution of 1 
oxalic acid and stand the beaker aside in a cool place for 24! 
hours. Examine the sediment under the microscope and com- ' 
pare the crj'Stalline forms with those shown in Fig. 99, p. 320. J 

2. Solubility. — Test the solubility of calcium oxalate in J 
the ordinary solvents (page 4) and in acetic and hydrochloric J 
acids. 



IIEVTKAL SULPHUR COMPOUNDS. 

Under this head may be classed such bodies as cystiii (see 
p. 76), chondroitin- sulphuric acid, oxyprnteic acid, alloxypro- 
teic acid, iiroferric acid, sulphocyanides and taurin derivatives. 
The sulphur content of the bodies just enumerated is generally 
termed loosely combined or neutral sulphur in order that it may 
not be confused with the acid sulphur which occurs in the in- 
organic sulphuric acid and ethereal sulphuric acid forms. 
Ordinarily the neutral sulphur content of normal human urine 
is 14-20 per cent of the total sulphur content. 



ALLAKTOin, 01' 

I 



NH-CH-HN 



CO. 

I 



NH - CO 

Allantoin has been found in the urine of suckling calves as 
well as in that of the dog and cat. It has also been detected in 
the urine of infants within the first eight days after birth, as 
well as in the urine of adults. It is more abundant in the urine 







AllantoVn, from Cat's Ubine. 
, Foims in which il cryslallized from Ihe ' 
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of women during pregnancy. Allantoin is fnrmed by the ojrf- ' 
datioii of uric acid and the outpnt is increased by Ihj-nius or 
pancreas feeding. When pure ii crystallizes in prisms (Fig. 
93, p. 259) and when impure in granules and knobs. Patho- 
logicaJly, it has been found increased in diabetes insipidus and 
in hysteria with convulsions (Pouchet). 

Experiments. 

1. Separation from the Urine.' — Ma'ssiu'r's Mcihod. — 
Precipitate the urine with baryta water. Neutralize the fil- 
trate ciirefuUy with dilute snljihuric acid, filter immediately 
and evaporate the filtrate to incipient crj'StalHzation, Com- 
pletely precipitate this icunii fluid with 95 per cent alcohol 
(reserve the precipitate), Decant or filter and precipitate the 
solution by ether. Combine the ether and alcohol precipitates 
and extract with cold water or hat alcohol: allantoin remains 
undissolved- Bring the allanloTn into solution in /m' water and 
recrystallize. 

.■\llantoin may l»e determined quantitatively by Loewi's 
method.' 

2. Preparation from Uric Acid. — Dissolve 4 grams of uric 
acid in 100 c.c. of water rendered alkaline with potassium hy- 
droxide. Cool and carefully add 3 grams of potassium per- 
manganate. Filter, immcdialcly acidulate the filtrate with 
acetic acid and allow it to stand in a cool place over night. 
Filter off the crystals and wash them with water. Save the 
wash water and filtrate, unite them and after concentrating 
to a small volume, stand away for crystallization. Now com- 
bine all the crystals and recrystallize liieni from hot water. 
Use these crystals in the experiments which follow. 

3. Microscopical Examination. — Examine the crystals 
made in the last experiment and compare them with those 
shown in i-ig. 93, page J59. 

' The urine of Uie do([ after thymus, paucreas or uric acid feeding may 
be employed. 
'Areliiv fur Experimentelle Pathologic and Pharmakologie, igoo, xliv. 
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4. Solubility. — Test tlie sohibility of allantoin in the ordi- 
nary Milvents (page 4}. 

5. Reaction.^ — Dissolve a crystal in water and test the re- 
action to litmus. 

6. Furfurol Test. — Place a few crystals of allantoin on a 
test-tablet or in a porcelain dish and add 1-2 drops of a con- 
centrated aqueous solution of furfurol and 1-2 drops of con- 
centrated hydrochloric acid. Observe the formation of a 
yellow color which turns to a light purple if allowed to stand. 
This test is given by urea but not b\' uric acid. 

7. Murexid Test.^Try this test according to the directions 
given on page J49. Xute liiat allantoin fail.'* to respond. 

8. Reduction of Fehling's Solution.— Make this test in the 
usual way (see p. 286) except that the boiling must he pro- 
longed and excessive. Ultimately the allantoin will reduce 
the solution. Compare with the result on uric acid, page 249. 



AROMATIC OXYACIDS. 



Two of the most important of the oxyacids are paraoxy- 
phcnyl-acetic acid, 

CH^COOH. 



an<! parao.vyphetiyl-propioiiic acid, 

CH.-CH.-COOH. 



OH 

They are products nf the putrefaction of proteid material .^nd 
tyrosin is an intermediate stage in their formation. Both 
these acids for the most part pass unchanged into the urine 
where they occur normally in very small amount. The con- 
tent may be increased in the same manner as the phenol con- 
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tent, in particular by acute pliosplionis poisoning. A fraction 
of the total aromatic oxyacid content of the urine is in com- 
bination with sulphuric acid, but the greater part is present in 
the form of salts of sodium and potassium. 

Homogentisic Acid or di-oxyphenyl-acetic acid. 
OH 
^CHj-COOH, 



OH 

is another important oxyacid sometimes present in the urine. 
Under the name glycosiiric aciii it was first isolated from the 
urine by Prof, John Marshall of the University of Pennsylva- 
nia; subsequently Baumann isolated it and determined its 
chemical constitution. It occurs in cases of alcaptotmria. A 
urine containing this oxyacid turns greenish-brown from the 
surface downward when treated with a little sodium hydroxide 
or ammonia. If the soUilion be stirred the color very soon 
becomes dark brown or even black. Homogentisic acid re- 
duces alkaline copper solutions but not alkaline bismuth solu- 
tions. Uroleucic acid is similar in its reactions to homogentisic 
acid. 

O.ryinandelic Acid or paraoxyphenyl-glycolic acid, 
OH 



CH(OH)COOH, 

has been detected in the urine In cases of yellow atrophy of 
the liver. 

Kymtrenic Acid or v-oxy-^-quinoline carbonic acid, 
CH COH 
HC C C-COOH, 
HC C CH 
CH N 



URINE. 2b3 

is present in the urine of the dog and has recently been detected 
by Swain in the urine of the coyote. To isolate it from the 
urine proceed as follows: Acidify the urine with hydrochloric 
acid in the proportion i :2^. P'rom this acid fluid both the uric 
acid and the kynurenic acid separate in the course of 34-48 
hours. Filter off the combined crystalline deposit of the two 
acids, dissolve the kynurenic acid in dilute ammonia (uric 
acid is insoluble) and reprecipitate it with hydrochloric acid. 
Kynurenic acid may be quantitatively determined by Capal- 
di's method.^ 

coon. 

BENZOIC ACID, | | 



Benzoic acid has been detected in the urine of the rabbit and 
dog. It is also said to occur in human urine accompanying 
renal disorders. The benzoic acid probably originates from a 
fermentative decomposition of the hippuric add of the urine. 

E.\PER1MENTS. 

1, Solubility. — Test the solubility of benzoic acid in water, 
alcohol and ether. 

2. Crystalline Form. — Recrystallize some benzoic acid from 
hot water, examine the crystals under the microscope and com- 
pare them with thuse reproduced in Fig. 94, page 264. 

3. Sublimation. — Place a little benzoic acid in a test-tube 
and heat over a flame. Note the odor which is evolved and 
observe that the acid sublimes in the form of needles. 

4, Dissolve a httle sodium benzoate in water and add a solu- 
tion of neutral ferric chloride. Note the production of a 
brownish-yellow precipitate (Salicylic acid gives a reddish- 
violet color under the same conditions). Add ammonium hy- 
dro.xide to some of the precipitate. It dissolves and ferric hy- 
dro.\ide is formed. Add a little hydrochloric acid to another 
portion of the original precipitate and stand the vessel away 
over night. What do you observe? 

' Zeit5i-lirifl fiir physiologische Chemic, 189?, xxiii, p, 92. 
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NUCLEO-PROTEID. 

The nubecula of normal urine lias been shown by one investi- 
gator to consist of a mucoid containing 12.7 per cent of nitro- 
gen and 2.3 per cent of sulphur. This body evidently origi- 
nates in the urinary passages. It is probably slightly soluble 
in tbe urine. Some investigators lielieve that the body form- 
ing tlie nuliecula of normal urine Is nucleo-proteid and not a 
mucin or mucoid as stated above. .-\ discussion of nucleo- 
proteid and related bodies occurring in llie urine under patho- 
logical conditions will be found on page J96. 

NH-CO 

OXALDRIC ACID, CO | 

I 

NH2 COOH. 

Oxaluric acid is not a constant constituent of normal human 
urine, and when found occurs only in traces as the ammonium 
salt. Upon boiling oxaluric acid it splits into oxalic acid and 
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ENZYMES. 
Various types of enzymes have been isolatetl from the urine. 
Pepsin, which probably originates in the stomach, and a 
diastatic enzyme have been more carefully studied than the 
other forms. The presence of trypsin and rennin in the urine 
is questioned. 

VOLATILE FATTY ACIDS. 

Acetic, butyric and formic acids have Iieen found under 
normal conditions in the urine of man and of certain carnivora 
as well as in the urine of herbivora. Normally they arise prin- 
cipally from the fermentation of carbohydrates and the putre- 
faction of proteids. The acids containing the fewest carbon 
atoms (formic and acetic) are found to he present in larger 
percentage than those which contain a larger number of such 
atoms. The volatile fatty acids occur in normal urine in 
traces, the total output for tweiUy-four hours, according to 
different investigators, varj-ing from 0.008 gram to 0,05 gram. 

Pathologically, the excretion of volatile fatty acids is in- 
creased in diabetes, fevers, and in certain hepatic diseases in 
which the parenchyma of the liver is seriously affected. Under 
other pathological conditions the output may he diminished. 
These variations, however, in the excretion of the volatile 
fatty acids possess very little diagnostic value. 



CH3 
PAHALACTIC ACID, ('H(OH) 

I 

COOH. 



4' 



Paralactic acid is supposed to pass into the urine when the 
supply of oxygen in the organism is diminished through any 
cause, e. g., after acute yellow atrophy of the liver, acute 
phosphorus poisoning or epileptic attacks. This acid has also 
been found in the urine of healthy persons following the 
physical exercise incident to prolonged marching. Paralactic 
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acid has been detected in tlie urine of birds after the removal i 
of the liver. 

CH, - CO • NH • CH, ■ COOH. 



PHENACETDHIC ACID. 



•0 



Plienaceluric acid occurs principally in the urine of herbivor- 
ous animals but has frequently been detected in human urine. 
It is produced in the organism through the synthesis of glyco- 
coU and phenylacetic acid. It may be decomposed into its 
component parts by boiling with dilute mineral acids. The 
crystalline form of phenaceturic acid (small rhombic plates 
with rounded angles) resembles one form of uric acid crystal. 

PH08FH0RIZED COMPOUNDS. 

Pliosphorus in organic combination has been found in the 
urine in such bodies as glycerophosphoric acid, which may 
arise from the decomposition of lecithin, and phosphocamic 
acid. It is claimed that on the average about 2.5 per cent of 
the total phosphorus elimination is in organic combination. 



There are at least three pigments normally present in human ! 
urine. These pigments are urochrome. urobilin and uroery- 
thrill. 

A. UKOCHROME. 

This is the principal pigment of normal urine and imparts the 
characteristic yellow color to that fluid. It is apparently closely J 
related to its associated pigment urobilin since the latter may be 1 
readily converted into urochrome through evaporation of its j 
aqueous-ether solution. Urochrome may be obtained in the j 
form of a brown, amorphous powder which is readily soluble I 
in water and 95 per cent alcohol. It is less soluble in absolute j 
alcohol, acetone, amyl alcohol and acetic ether and insoluble ittl 
benzene, chloroform and ether. Urochrome is said to be a-g 
nitrogenous body (4.2 per cent nitrogen), free from iron. 
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B. UROBILIH. 

Urobilin, wliich was at one time considered to be the princi- 
pal pigment of urine, in reality contributes little toward the 
pigmentation of this fluid. It is claimed that no urobilin is 
present in freshly \-oided normal urine but that its precursor, a 
chromogen called urobilinogen, is present and gives rise to 
urobilin upon decomposition through the influence of light. It 
is claimed by some investigators that there are various forms 
of urobilin, c. g., normal, febrile, physiological and patholog- 
ical. Urobihn is said to be very similar to, if not absolutely 
identical with, hydrobilirubin (see page 140). 

Urobilin may be obtained as an amorphous powder which 
varies in color from broun to reddish-brown, red and reddish- 
yellow depending upon the way in which it is prepared. It is 
easily soluble in ethyl alcohol, amyl alcohol and chloroform, 
and slightly soluble in ether, acetic ether and in water. Its 
solutions show characteristic absorption-bands (see Absorp- 
tion Spectra, Plat? 11). Under normal conditions urobilin 
is derived from the bile pigments in the intestine. 

Urobilin is increased in most acute infectious diseases such 
as erysipelas, malaria, pneumonia and scarlet fcirr. It is also 
increased in appendicitis, carcinoma of the liver, catarrhal 
icienis, pernicious anaimia and in cases of poisoning by anti- 
febrin, antipyrin, pyridin, and potassium chlorate. In gen- 
eral it is usually increased when blood destruction is excessive 
and in many disturbances of the liver. It is markedly de- 
creased in phosphorus poisoning. 

EXPERtMENTS. 

I. Spectroscopic Examination. — Acidify the urine with 
HCl and allow it to remain exposed to the air for a few 
moments. By this means if any urobilinogen is present it 
will be transformed into urobilin. The urine may now be 
examined by means of the spectroscope. If urobilin is present 
in the fluid the characteristic absorption-band lying between b 
and F will be observed (see Absorption Spectra, Plate II). It 
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may be (ouiid necessary to dilute the urine with water before 
a distinct absorption-band is observed. This test may be modi- 
fied by acidifying lo c.c. of urine with HCl and shaking it 
gently with 5 c.c. of amyl alcohol. The alcoliohc extract when 
examined spectroscopically will show the characteristic urobilin 
absorption-band. (^Note the s|)ectroscopic examination in the 
next experiment.) 

2. Ammoniacal-Zinc Chloride Test. — Render some of the 
urine amnioniacal by the addition of ammonium hydroxide, 
and after allowing it to stand a short time filter off the preci- 
tate of phosphates and add a few drops of zinc chloride 
solution to the filtrate. Observe the production of a greenish 
fluorescence. Examine the fluid by means of the spectroscope 
and note the absorption-band which occupies much the same 
position as the absorption -band of urobilin in acid solution 
(see Absorption Spectra, Plate II). 

3. Gerhardt's Test. — To 30 c.c. of urine add 3-5 c.c. of 
chlorofurm and shake well. Separate the chloroform extract 
and add to it a few drops of iodine solution ( I in KI ) . Render 
the mixture alkaline with a dilute solution of potassium hy- 
droxide and note the production of a yellow or yellowisb-browii 
color. The solution ordinarily exhibits a greenish fluores- 
cence. 

4. Wirsing's Test. — To 20 c,c. of urine add 3-5 c.c, of 
chloroform and shake gently. Separate the chloroform ex- 
tract and add to it a drop of an alcoholic solution of zinc 
chloride. Note the rose-red color and the greenish fluores- 
cence. If ihe solution is turbid it may be rendered clear by 
the addition of a few c.c. of absolute alcohol. 

5. Ether-Absolute Alcohol Test. — Mix urine and pure 
ether in equal volumes and shake gently in a separatory funnel. 
Separate the ether extract, evaporate it to dryness and dissolve 
the residue in 2-3 c.c. of absolute alcohol. Note the greenish 
fluorescence. Examine the solution spectroscopically and 
observe the characteristic absorption-band (see .-Vbsorption 
Spectra, Plate 11). 
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6. Ring Test. — Acidify 25 c.c. of urine with 2-3 drops of 
concentrated HCl. add 5 c.c. of chloroform and shake the 
mixture. Separate the chloroform, place it in a test-tulie and 
add carefully 3-5 c.c. of an alcoholic solution of zinc acetate. 
Observe the formation of a green ring^ at the zone of contact 
of the tuo fluids. If the tul>e is shaken a fluorescence may be 
observed. 

C. UROERYTHRIH. 

This pigment is frequently present in small amount in nor- 
mal urine. The red color of urinary sediments is due in great 
part to the presence of uroerj'thrin. It is easily soluble in amyl 
alcohol, slightly soluble in acetic ether, absolute alcohol or 
chloroform, and nearly insoluble in water. Dilute solutions 
of uroerythrin are pink in color while concentrated solutions 
are orange-red or bright red : none of its solutions fluoresce. 
Uroerythrin is increased in amount after strenuous physical 
exercise, digestive disturbances, fevers, certain liver disorders 
and in various other pathological conditions. 

PTOMAINES AND LEUCOMAINES. 

These toxic substances are said to be present in small amount 
in normal urine. It is claimed that five different poisons may 
be detected in the urine, and it is further stated that each of 
these substances produces a specific and definite symptom when 
injected intravenously into a rabbit. The resulting symptoms 
are narcosis, salivation, mydriasis, paralysis and convulsions 
The day urine is principally narcotic and is 2-4 times as toxic 
as the night urine which is chiefly productive of convulsions. 



PUBIN BASES. 

The purin bases found in human urine are adenin, camin, 
epiguanin, episarkin, guanin. xanthin, heteroxauthin, hypo- 
xanthin, paraxanthin and i-metliylxanthin. Themainbulkof 
the purin base content of the urine is made up of paraxanthin, 
helcroxaulliiii and i-methylxanthin which are derived for the 
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most part from the caffein. theobromin and theophyllin of the 1 
food. The total puriii base content is made up of the products J 
of two distinct forms of metabolism, i. c. metabolism of in- 
gested nucleins and purins and metabolism of tissue nudein ' 
material. Piirin bases resulting from the first form of meta- 
bolism are said to be of exogenous origin whereas those re- i 
suiting from the second form of metabolism are said to be of i 
endogenous origin. The daily outpnt of purin bases by the < 
urine is extremely small and varies greatly with the individual 1 
(16-60 milligrams). The output is increased after the inges- 
tion of nuclein material as well as after the increased destruc- | 
tion of Ieucoc)-tes. A well marked increase accompanies leu- 
kaemia. Edsall has very recently shown that the output of 1 
pnrin bases by the urine is increased as a result of X-ray treat- 
ment. 

Experiment. 

I. Formation of the Silver Salts. — Add an excess of mag- i 
nesia mixture' tu 25 c.c. of urine. Filter off the precipitate J 
and add amnioniacal silver solution* to the filtrate. A precipi- | 
tate composed of the silver salts of the various purin bases is i 
produced. 

2. Inorganic Physiological Constituents. 
Ammonia. 

Next to urea, ammonia is the most important of the nitro-1 
grenous end-products of proteid metabolism. Ordinarily aboutj 
4.6-5.6 per cent of the total nitrogen of the urine is eliminated | 
as ammonia and on the average this would be about 0.7 graml 
per day. Under normal conditions the ammonia is present it) I 
the urine in the form of the chloride, phospimte or sulphate.\ 
This is due to the fact that combinations of this sort are not4 

'Magnesia mixlure may be prepared as follows: Dissolve 175 aTan» ofj 
MgSO, and 350 grams of NH.Cl in 1400 c.c. of distilled water. Add 7 
grams of concentrated NH.OH, mix very thorouehly and preserve t 
mixture in a glass-stoppered bottle. 

' Ammoniacal silver solution may be prepared according to directioi 
given on page 377. 
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oxidized in the organism to form urea, but are excreted as such. 
This explains the increase in the output of ammonia which fol- 
lows the administration of the ammonium salts of the mineral 
acids or of the acids themselves. On the other hand when 
ammonium acetate and many other ammonium salts of certain 
organic acids are administered no increase in the output of 
ammonia occurs since the salt is oxidized and its nitrogen ulti- 
mately appears in the urine as urea. 

The acids formed during the process of proteid destruction 
within the body have an influence upon the excretion of am- 
monia similar to that exerted by acids which have been admin- 
istered. Therefore a pathological increase in the output of 
ammonia, is observed in such diseases as are accompanied by 
an increased and imperfect proteid metabolism, and especially 
in diabetes, in which disease diacetic acid and 0-oxybutyric 
acid are found in the urine in combination with the ammonia. 

As the resuU of recent experiments Folin claims that a 
pronounced decrease in the extent of proteid metabolism, 
as measured by the total nitrogen in the urine, is frequently 
accompanied by a decreased elimination of ammonia. The 
ammonia elimination is therefore probably determined by 
other factors than the total proteid cataboHsm as such. Fur- 
thermore, he believes that a decided decrease in the total 
nitrogen excretion is always accompanied by a relative increase 
in the ammonia-nitrogen, provided tire food is of a character 
yielding an alkaline ash. 

The quantitative determination of ammonia must be made 
upon the fresh urine since upon standing the normal urine will 
undergo ammoniacal fermentation (see page 230). 

Sulphates. 

Sulphur in combination, is excreted in two forms in the 
urine; first, as loosely combined, unoxidised or neutral sulphur 
and second, as oxidised or add sulphur. The loosely combined 
sulphur is excreted mainly as a constituent of such bodies as 
cystin, cystein, taurin, hydrogen sulphide, ethyl sulphide, sul- 
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[iliocvanifles.sulphonic acids, oxyproteic acid, alloxyproteic a 
and nroferric acid. The amount of loosely combined suljrf 
eliminated is in great measure independent of tlie extent of prt 
teid decomposition or of the total sniphnr excretion. In tW 
characteristic it is somewhat similar to tlte excretion of ( 
atinin. The oxidised sulphur is eliminated in the form of s 
phuric acid, principally as salts <jf sodium, potassium, calciu 
and magnesium; a relatively small amount occurs in the ion 
of ethereal sulphuric acid. i'. c. sulphuric acid in combinatioi 
with such aromatic bodies as phenol, indoi. skatol. cresol, pyrt 
catechin and hytlroquinone. Sulphuric acid in combinatioi 
with Na, K, Ca or Mg is sometimes termed inorganic or / 
formed sulphuric acid whereas the ethereal sulphuric acid j 
sometimes called conjugate sulphuric acid. The greater pan 
of the sulphur is eliminated in the oxidized fi)nn but the abs( 
lute percentage of sulphur excreted as the preformed, ethere 
or loosely combined type depends upon Ihe total quantity < 
sulphur present, (. e., there is no definite ratio between th| 
three forms of sulphur which will apply under all conditioiU 
The preformed sulphuric acid may be precipitated directly froi 
acidified urine with BaCU, whereas the ethereal sulphuric add 
must undergo a preliminary boiling in the presence of a miners 
acid before it can be so precipitated. 

The sulphuric acid excreted by the urine arises principal]^ 
from the oxidation nf proteid material within the Iwdy: 
relatively small amount is due to ingested sulphates. Und< 
normal conditions alxmt 2.5 grams of sulphuric acid is elira^ 
nated daily. Since the sulphuric acid content of the urine h 
for the most part, a proteid origin and since one of the mo! 
important constituents of the proteid molecule is nitrogen, 
would be reasonable to suppose that a fairly definite ratio migl 
exist between the excretion of these two elements. Howeveffl 
when we appreciate that the percentage content of N and t 
present in different proteids is subject to rather wide variationi 
the fixing of a ratio which will express the exact relatioi 
existing between these two substances, as they appear i 
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urine as end-products of proteid metabolism, is practically 
impossible. It has been suggested that the ratio 5 :i expresses 
this relation in a general way. 

Pathologically, the excretion of sulphuric acid by the urine 
is increased in acute fevers and in all other diseases marked by 
a stimulated metabolism, whereas a decrease in the sulphuric 
acid excretion is observed in tliose diseases which are accom- 
panied by a loss of appetite and a diminished metabolic activity. 

Experiments. 

1. Detection of Inorganic Sulphuric Acid.^Place about 
10 c.c. of urine in a test-tube, acidify with acetic acid and add 
some barium chloride solution. A white precipitate of barium 
sulphate forms. 

2. Detection of Ethereal Sulphuric Acid. — Filter off the 
barium sulphate precipitate formed in the above experiment, 
add 1 c.c. of hydrochloric acid and a little barium chloride solu- 
tion to the filtrate and heat the mixture to boiling for 1-2 
minutes. Note the appearance of a turbidity due to the pres- 
ence of sulphuric acid which has been separated from the 
ethereal sulphates and has combined with the barium of the 
BaClj to form BaSO^. 

3. Detection of Loosely Combined or Neutral Sulphur. 
— Place about 10 c.c. of urine in a test-tube, introduce a small 
piece of zinc, add sufticient hydrochloric acid to cause a gentle 
evolution of hydrogen and over the mouth of the tube place 
a filter paper saturated with plumbic acetate solution. In a 
short time the portion of the paper in contact with the vapors 
within the test-tube becomes blackened due to the formation 
of lead sulphide. The nascent hydrogen has reacted with the 
loosely combined or neutral sulphur to form hydrogen sulphide 
and this gas coming in contact with the plumbic acetate paper 
has caused the production of the black lead sulphide. Sul- 
phur in the form of inorganic or ethereal sulphuric acid does 
not respond to this test. 

4. Calcium Sulphate Crystals. — Place 10 c.c. of urine in a 
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te^t-tube, add lo drops ni calcium chloride solution and atltf 

(he tube to stand until crystals form. Examine the calcitll 

sulphate crystals under the microscope and compare them wi^ 

ihose shown in Fie. q:;, p. 27M 
Fig. 9S. ^ 

Chlorides. 

N'ext to urea, the chloridi 

constitute ihe chief solid coi 

stiluent of the urine. The pria 

cipal chlorides found 

urine are those of sodium, 

tassium. ammonium and 1 

nesium, with sodium chlori^ 

predominating. The excretioi 

of chlorides is dependent, 

great part, upon the nature of the diet, but on the average t 

daily output is about 10-15 grams, expressed as sodium chltfl 

ride. Copious water-drinking increases the output of chloridi 

considerably. Because of their solubility, chlorides are new 

found in the urinary sediment. 

Since the amount of chlorides excreted in the urine i 

primarily to the chloride content of the food ingested, it i 

lows that a decrease in the amount of ingested chloride 1 

likewise cause a decrease in the chloride content of the uriw 

In cases of actual fasting the chloride content of the urine n 

be decreased to a slight trace which is derived from the I 

fluids and tissues. Under these conditions, however, an exar 

ination of the blood of the fasting subject will show the f 

centage of chlorides in this fluid lo be approximately norma] 

This forms a very striking example of the care nature taktt 

to maintain the normal composition of the blood. There is i 

limit to the power of the body to maintain this equilibriutil 

however, and if the fasting organism be subjected to the infliv 

ence of diuretics for a time, a point is reached where the com 

position of the blood can no longer be maintained and a gradui 

decrease in its chloride content occurs which finally results itd 
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death. Death is supposed to result not so much because of a 
lack of chlorine as from a deficiency of sodium. This is shown 
from the fact that potassium chloride, for instance, cannot re- 
place the sodium chloride of the blood when the latter is de- 
creased in the manner above stated. When this substitution 
is attempted the potassium salt is excreted at once in the urine, 
and death follows as above indicated. 

Pathologically, the excretion of chlorides may be decreased 
in some fevers, chronic nephritis, croupous pneumonia, diar- 
rhcea, certain stomach disorders and in acute articular rlieu- 
matisni. 

Experiment. 

Detection of Chlorides in Urine.- — t'lace about 5 c.c. of 
urine in a test-tube, render it acid with nitric acid and add a 
few drops of a solution of argentic nitrate. A white precipi- 
tate, due to the formation of argentic chloride, is produced." 
This precipitate is soUible in ammonium hydroxide. 

Phosphates. 

Phosphoric acid exists in the urine in two general forms: 
First, that in combination with the alkali metals, sodium and 
potassium, and the radical ammonium: second, that in combi- 
nation with the alkaline earths, calcium and magnesium. Phos- 
phates formed through a union of phosphoric acid with the 
alkali metals are termed alkaline phosphates, or phosphates of 
the alkali metals, whereas phosphates formed through a union 
of phosphoric acid with the alkaline earths are termed 
earthy phosphates, or phosphates of the alkaline earths. 

Three series of salts are formed by phosphoric acid: 
Normal, MjPOj,' motio-hydrogcn, M^HPOj, and di-h\dro~ 
gen, MHjPO*. The di-hydrogen sails are acid in reaction 
and it was generally believed that alxjut 60 per cent of the 
total phosphate content of the urine was in the form of this 
type of salt, and that the acidity of the urine was due in great 
part to the presence of sodium di-hydrogen phosphate. Re- 

'M may be occupied by any of the alkali metals or alkaline earths. 
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ccnlly, however, it has liecii quite clearly shown that the 
mal acidity of the urine is not due to the presence of t 
salt Init is due, at least in ijart. to the presence of vari 
acidic radicals. In this connection Folin l»elievcs that 1 
phosphates in clear acid urine are all of tlie mono-hydro^ 
t)-pe. and that the acidity of the urines of this character I 
generally greater than the combined acidity of all the ( 
phates present; the excess in the acidity above tliat due j 
phosphates he Ijclieves to be dne tn free organic acids. In 
Itoncs the phosphates occur principally in the fomi of tlie 
ttiiriiuil salts of calcium and magnesium. The mono-hydro- 
gen salts as a class are alkahne in reaction to limius. and it is 
to the presence of di-sodium hydrogen phosphate, Xa-HPO^, 
that the greater part of the alkalinity of the saliva is due. 

The e.vcretion of phosphoric acid is extremely variable but 
on the average the total output for 24 hours is about 2.5 
grams, expressed as PjOn- Ordinarily the total output is 
distributed between alkaline phosphates and earthy phos- 
phates approximately in the ratio 2:1. The greater part 
of this phosphoric acid arises from the ingested food, either 
from ilie preformed phosphates or more especially from 
the phosphorus in organic combination such as we find it 
in pbospho-protcids. micleo-protcids, nucleitis and lecithins: 
the phosphonis-containing tissues of the body also contrib- 
ute to the total output of this element, .\lkaline phos- 
pliates ingested with the food have a tendency to increase 
the phosphoric acid content of the urine to a greater extent 
than the earthy phosphates so ingested, This is due. in a 
measure, lo the fact that a portion of the earthy phosphates, 
under certain conditions, may he precipitated in the intes- 
tine and excreted in the feces; this is especially to lie noted in 
the case of herbivorous animals. Since the extent to which 
the phosphates are abs<)rl>ed in the inle.'itine dejtends upon 
the form in which tliey are present in the food, under ordi- 
nary conditions, there can be un absolute relationship be- 
tween the urinary outinit of nitrogen and phosphorus. If 
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the diet is constant, however, from day to day. thus allowing 
of the preparation of both a nitrogen and a phosphorus bal- 
ance,' a definite ratio may be established. In experiments 
upon dogs, which were fed an exclusive meat diet, the ratio 
of nitrogen to phosphorus, in the urine and feces, was found 
to be 8.1 : I. 

Pathologically the excretion of phosphoric acid is increased 
in such diseases of the bones as diffuse periostosis, osteoma- 
lacia and rickets; according to some investigators, in the early 
stages of pulmonary tuberculosis; in acute yellow atrophy of 
the liver: in diseases which are accompanied by an extensive 
decomposition of nervous tissue and after sleep induced by 
potassium bromide or chloral hydrate (Mendel). It is also 
increased after copious water-drinking. A decrease in the 
excretion of phosphates is at times noted in febrile affections, 
such as the acute infectious diseases; in pregnancy, iu the 
period during which the fcetal bones are forming, ami in 
diseases of the kidneys, because of non-elimination. 



EXPERIMENT.S. 

1. Formation of " Triple Phosphate."— Place some urine 
in a beaker, render it alkaline with ammonium hydroxide, add 
a small amount of magnesium sulphate solution and allow 
the beaker to stand in a cool place over night. Crystals of 
ammoiiiuin magtiesiimi phosphate, " triple phosphate," form 
under these conditions. Examine the crystalline sediment 
under the microscope and compare the forms of the crystals 
with those shown in Fig. 96, T>age 27X. 

2. " Triple Phosphate " Crystals in Ammoniacal Fer- 
mentation. — Stand some urine aside in a lieaker fur several 
days. Ammoniacal fermentation will develop and " triple 
phosphate" crystals will form. Examine the sediment under 

' In metabolism experiments, a staiemeni showing the relation existing 
between the nilroRen conlent of the food on the one hand and that of 
the urine and feces on the other, for a definite period, is termed a nitrogen 
balance or a " balance of the income and ontgo of nitrogen," 
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" TwPLE PHosruATE." (Ogden.) 

the microscope and compare the crystals with those shown m 
Fig. 96. above. 

3. Detection of Earthy Phosphates. — Place 10 c.c. of 
urine in a test-tube and render it alkaline with ammonium 
hydroxide. Warm the mixture and note the separation of 
a precipitate of carlhy phosphates. 

4. Detection of Alkaline Phosphates. — Filter off the 
earthy pjiosphates as fonned in the last experiment, and add 
a small amount of magnesia mixture l^see page 270) to the 
filtrate. N"ow warm the mixture and observe the formation of 
a white precipitate due to the presence of alkaline phosphates. 
Note the difference in the size of the precipitates of the two 
forms of phosphates from this same volume of urine. Which 
form of phosphates were present in the larger amount, earthy 
or alkaline? 

5. Influence upon Fehling's Solution, — Place 2 c.c. of 
Fehling's solution in a test-tube, dilute it with 4 volumes of 
water and heat to boiling. Add a solution of sodium di- 
hydrogen phosphate, NaH^PO^, a small amount at a time, 
and heat after each' addition. What do you observe? What 
does this observation force you to conclude regarding the 
interference of phosphates in the testing of diabetic urine by 
means of Fehling's test? 
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Sodium and Potassium. 

The elenienLs sodium and potassium are always present in 
the urine. Usually they are combined with such acidic radi- 
cals as CI, CO3. SO4 and PO4. The amount of potassium, ex- 
pressed as KjO, excreted in 24 hours by an adult, subsisting 
upon a mixed diet, is on the average 2-3 grams, whereas the 
amount of sodium, expressed as Na^O, under the same condi- 
tions, is ordinarily 4-6 grams. The ratio of K to Na is gen- 
erally about 3:5. The absolute quantity of these elements 
excreted, depends, of course, in large measure, upon the nature 
of the diet. Because of the non-ingestion of NaCl and the 
accompanying destruction of potassium-containing body tis- 
sues, the urine during fasting contains more potassium salts 
than sodium salts. 

Pathologically the output of potassium, in its relation to 
sodium, may be increased during fever ; following the crisis, 
however, the output of this element may be decreased. It 
may also be increased in conditions associated with acid 
intoxication. 

Ccilciuin and Magnesium. 

The greater part of the calcium and magnesium excreted in 
the urine is in the form of phosphates. The daily output, which 
depends principally upon the nature of the diet, aggregates on 
the average about l gram and is made up of the phosphates of 
calcium and magnesium in the proportion i : 2. The percent- 
age of calcium salts present in the urine at any one time forms 
no dependable index as to the absorption of this class of salts, 
since they are again excreted into the intestine after absorp- 
tion. It is therefore impossible to draw any satisfactory con- 
clusions regarding the excretion of the alkaline earths unless 
we obtain accurate analytical data from both the feces and 
the urine. 

Very little is known positively regarding the actual course 
of the excretion of the alkaline earths under pathological 
conditions except that an excess of calcium is found in acid 
inioxicalion and some diseases of the bones. 
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Carbonates. 
Carbonates generally occur in small amount in the urine 
of man and carnivora under normal conditions, whereas 
much larger quantities are ordinarily present in the urine of 
herbivora. The alkaline reaction ol the urine of herbivora 
is dependable in great measure upon the presence of carbo- 
nates. In general a urine containing carbonates in appre- 
ciable amount is turbid when passed or becomes so shortly 
after. These bodies ordinarily ocair as alkali or alkaline 
earth compounds and the turbid character of nrine contain- 
ing them is usually due principally to the latter class of sub- 
stances. The carbonates of the alkaline earths are often 
found in amorphous urinary sediments. 

Iron. 

Iron is present in small amount in normal urine. It prob- 
ably occurs partly in inorganic and partly in organic combi- 
nation. The iron contained in urinary pigments or chmnio- 
gens is in organic combination. .-Vccording to different in- 
vestigators the iron content of normal urine varies from 0,012 
gram to o. 1 5 gram per day. 

Experiment. 
Detection of Iron in Urine. — Evaporate a convenient vol- 
ume (10-15 '^■^■) of urine to dryness. Incinerate and dissolve 
the residue in a few drops of iron-free hydrochloric acid and 
dilute the acid solution with 5 c.c. of water. Divide the acid 
solution into two parts and make the following tests: (a) To 
the first part add a solution of ammonium sulphocyanide ; a red 
color indicates the presence of iron, (b) To the second part 
of the solution add a little potassium ferrocyanide solution; a 
precipitate of Prussian blue forms upon standing. 

Fluorides, Nitrates, Silicates and Hydrogen Peroxide. 

These substances are all found in traces in human urine 
under normal conditions. Xitrates are undoubtedly intro- 
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duced into the organism in the water and ingested food. The 
average excretion of nitrates is about 0.5 gram per day, the 
output being the largest upon a vegetable diet and smallest 
upon a meat diet. Nitrites are found only in urine which is 
undergoing decomposition and are formed from the nitrates 
in the course of ammoniacal fermentation. Hydrogen per- 
oxide has been detected in the urine, but its presence is be- 
lieved to possess no pathological importance. 



Proteids 



CHAPTER XVIII. 

URINE: PATHOLOGICAL CONSTITUENTS.^ 

Dextrose. 

Serum albumin. 
Serum globulin. 

{Deutero-proteose. 
Hetero-proteose. * 
" Bence- Jones' proteid." 
Peptone. 
Nucleo-proteid. 
Fibrin. 
Haemoglobin. 

Blood I S?""^'^"'^"^^- 
L Pigment. 

Bile /Pigments. 
t Acids. 

Acetone. 

Diacetic acid. 

jS-Oxybutyric acid. 

Conjugate glycuronates. 

Pentoses. 

Fat. 

Hiematoporphyrin. 

Lactose. 

Laevulose. 

Inosit. 

Laiose. 

Melanin. 

Urorosein. 

Unknown substances. 

DEXTROSE. 

Traces of this sugar occur in normal urine, but the amount 
is not sufficient to be readily detected by the ordinary simple 

* See note at the bottom of page 237. 
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qualitative tests. There are two distinct types of pathological 
glycosuria, i. c, transitory glycosuria and persistent glyco- 
suria. The transitory type may follow the ingestion of an 
excess of sugar, causing the assviuhlion limit to be exceeded, 
or it may accompany anj' one of several disorders which cause 
an impairment of the power of assimilating sugar. In the 
persistent type large amounts of sugar are excreted daily in 
the urine for long periods of time. Under such circumstances 
a condition known as diabetes mellitus exists. Ordinarily, 
diabetic urine which contains a high percentage of sugar pos- 
sesses a faint yellow color, a high specific gravity and a volume 
which is above normal. 

Exi'ERIMENTS. 

I. Phenylhydrazin Reaction. — Test the urine according 

to one of the following methods: (a) To a small amount of 
phenylhydrazin mixture, furnished by the instructor,' add 
5 c.c. of the urine, shake well and heat on a boiling water- 
bath for one-half to three-quarters of an hour. Allow the 
tube to cool sloidy and e.'carnine the crystals microscopically 
(Plate III., opposite page 5). If the solution has become too 
concentrated in the boiling process it will be light-red in color 
and no crystals will separate until it is diluted with water. 

Yellow crystalline bodies called osa::ons are formed from 
certain sugars under these conditions, each individual sugar 
giving rise to an osazon of a definite crystalline form which 
is typical for that sugar. Each osazon has a definite melting- 
point, and as a further and more accurate means of identi- 
fication it may be recrystallized and identified by the determi- 
nation of its melting-point and nitrogen content. The reac- 
tion taking place in the formation of phenyldextrosaeon is 
as follows: 



'This mixture is prepared by combining one part of phenylhydrazin- 
hydrochloride and two parts of sodium acetate, by weight. These are 

thoroughly mixed in a moriar. 
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C„H, bO„ + 2 ( HjN ■ NH ■ C^Hs ) = 

HmtroK. I'hrn^tliyiiritrin. 

C„H,„0.(N- NH- CoHJa + 2H,0 - 

PlumrlilciKoMfon. 

(b) Place 5 c.c. of the urine in a test-tube, add r c 
phenylhydrazin-acetate soliition fiimished by the instruc- 
tor,^ and heat on a boih'ng water-bath for one-half to three- 
quarters of an hour. Allow the H(|uid to cool slozcly and 
examine the crystals microscopically ( Plate III., opposite P-,t). 

The plienylhydrazin test has been so modified by Cipollina 
as til be of use as a rapid dinkal Icsl. The directions for 
this test are given in the next ex|>eriment. 

2. Cipollina's Test. — Thoroughly mix 4 c.c. of urine, 5 
drops of phenylliydrazin (the base) and one-half c.c. of glacial 
acetic acid in a test-tube. Heat the mixture for about one 
minute over a low flame, shaking the tube continually to pre- 
vent loss of fluid by bumping. .\dd 4-5 drops of potassium 
hydroxide or sodium hydroxide (sp. gr. 1.16), being certain 
that the fluid in the test-tube remains acid: heat Uie mixture 
again for a moment and then cool the contents of the tube. 
Ordinarily the crj-stals form at once, especially if the urine 
possesses a low specific gravity. If they do not appear imme- 
diately allow the tube to stand at least 20 minutes before 
deciding upon ihe absence of sugar. 

Examine the crystals under the microscope and compare 
them wilh those shown in Plate III., opposite page 5. 

3. Reduction Tests. — To their aldehyde or ketone struc- 
ture many sugars owe the property of readily reducing the 
alkaline solutions of the oxides of metals like copper, bismuth 
and mercury; they also possess the property of reducing 
ammoniacal silver solutions with the separation of metallic 
silver. Upon this property of reduction the most widely used 
tests for sugars are based. When whitish-blue cupric hydrox- 
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ide in suspension in an alkaline liquid is heated it is converted 
into insoluble black cupric oxide, but if a reducing agent like 
certain sugars be present the cupric hydroxide is reduced to 

r 

insoluble yellow cuprous hydroxide, which in turn on further 
heating may be converted into brownish-red or red cuprous 
oxide. These changes are indicated as follows : 



Cu 



/ 



OH 



\ 
OH 

Cupric hydroxide, 
(whitish-blue). 



Cu 



I 

\ 



OH 



Cu 



/ 



OH 
OH 



\ 



OH 



Cu=0 + H2O. 

Cupric oxide, 
(black). 



2CU-OH + H2O + O. 

Cuprous hydroxide, 
(yellow). 



Cu OH 
Cu OH 


Cu 

+ H^O 


Cuprous hydroxide 
(yellow). 


Cuprous oxide, 
(brownish-red). 



The chemical equations here discussed are exemplified in 
Trommer's and Fehling's tests. 

(a) Trommer's Test. — To 5 c.c. of urine in a test-tube 
add one-half its volume of KOH or NaOH. Mix thoroughly 
and add, drop by drop, agitating after the addition of each 
drop, a very dilute solution of cupric sulphate. Continue 
the addition until there is a slight permanent precipitate of 
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cupric hydroxide and in consequence the solution is slightly 
turbid. Heat, and the cupric hydroxide is reduced to yellow 
cuprous hydroxide or to brownish-red cuprous oxide. If the 
solution of cupric sulphate used is too strong, a small brown- 
ish-red precipitate produced in the presence nf a low percent- 
age of dextrose may be entirely masked. On the other hand, if 
too little cupric sulphate is used a light-colored precipitate 
fomieil hy uric acid and purin bases may obscure the brownish- 
red precipitate of cuprous oxide. Tlie action of KOH or 
NaOH in the presence of an excess of sugar and insufficient 
copper will produce a brownish color. Phosphates of the 
alkaline earths may also be precipitated in the alkaline solution 
and be mistaken for cuprous hydroxide. Trommer's test is 
not very satisfactory. " 

(b) Fehling's Test. — To about i c.c. of Fehling's solu- 
tion' in a test-tube add about 4 c.c. of water, and boil. This 
is done to determine whether the solution will of itself cause 
the formation of a precipitate of brownish-red cuprous oxide. 
If such a precipitate forms, the Fehling's solution must not 
be used. .\dd urine to the warm Fehling's solution, a fctv 
drops at a time, and heat the mixture after each addition. 
The production of yellow cuprous hydro.xide or brownish- 
red cuprous oxide' indicates that reduction has taken place. 
The yellow precipitate is more likely to occur if the urine is 
added rapidly and in large amount, whereas with a less rapid 
addition of smaller amounts of urine the brownis!i-red pre- 
cipitate is generally formed. 

This is a much more satisfactory test than Trommer's, but 

solution i 



' Fchli 
sulphate 
as follows 

Cvpi 



solut 



is composed of two definite solution s^a cupric 
n alkaline tartrate solution, which may be prepared 



= 34.64 grams 



ssolved i 



n hydroxide and 173 



tnlphale s 
water and made up to 500 c.c. 

Alkaline larlrale solution ^= \2$ grams oi pol: 
grams of Rochcllc sail dissolved in water and made up to 500 c.c. 

These solutions should be preserved separately in rubber- stoppered bot- 
tles and mixed in equal voUimes when needed for use. This is done 
pre\'cnt deterioration. 
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even this test is not entirely reliable when used to detect sugar 

in the urine. Such bodies as conjugate glycuronaies, uric add, 
Hucleo-proteid and homogentisic acid, when present in suffi- 
cient amount, may produce a result similar to that produced by 
sugar. Phosphates of the alkaline earths may be precipitated 
by tlie alkali of the Fehhng's solution and in appearance may be 
mistaken for the cuprous hydroxide. Cupric hydroxide may 
also be reduced to cuprous oxide and this in turn be dissolved 
by creatinin, a normal urinary constituent. This will give 
the urine under examination a greenish tinge and may obscure 
the sugar reaction even when a considerable amount of sugar 
is present. 

(c) Allen's Modification of Fehling's Test. — The fol- 
lowing procedure is recommended: "From 7 to 8 c.c. of the 
sample of urine to be tested is heated to boiling in a test-tube, 
and, without separating any precipitate of albumin which may 
be produced, 5 c.c. of the solution of cupric sulphate used for 
preparing Fehling's solution is added. This produces a pre- 
cipitate containing uric acid, xanthin, hypoxanthin, phos- 
phates, etc. To render the precipitation complete, however, 
it is desirable to add to the liquid, 'wben partially cooled, from 
I to 2 c.c. of a saturated solution of sodium acetate having 
a feebly acid reaction to litmus.' The liquid is filtered and 
to the filtrate, which will have a bluish-green color, 5 c,c. 
of the alkaline tartrate mixture used for preparing Fehling's 
soKition is added, and the liquid boiled for 15-20 sec- 
onds. In the presence of more than 0.25 per cent of sugar, 
separation of cuprous oxide occurs before the boiling-point 
is reached; but with smaller quantities precipitation takes 
place during the cooling of the solution, which becomes green- 

' Sufficient acelic acid should be added to the sodium acetate solution 
to render it feebly acid to litmus. A saturated solution of sodium acetate 
keeps well, but weaker solutions are apt to become mouldy, and then 
possess the power of reducing Fehling's solution. Hence it is essential 
in all cases of importance to make a blank test by mixing equal measures 
of cupric sulphate solution, alkaline tartrate solution and water, adding a 
little sodium acetate solution, and heating the mixture to boiling. 
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isli, Opaque, and siidJenly deposits cuprous oxide as a fine 
Imnsnish-red pretipitale." 

ill) Boettger's Test — To 5 c.c. of urine in a test-tube 
add I c.c. of KOH or XaOH and a very small amount of bis- 
niutti subuitrate. and IkiiI. The solution will gradually darken 
and finally assume a black color due to reduced bismuili. if the 
test is made with urine contiining albumin this must be re- 
moved, by boiling and filtering. Iwfore applying the test, since 
with albumin a similar change of color is produced (bismuth 
sulphide). 

(f) Nylandcr's Test (Almen's Test). — To 5 c.c. of urine 
in a test-tube add one-tenth its volume of Nylander's reagent' 
and boil two or three minutes. The mixture will darken if 
reducing sugar is present and upon standing for a fexv mo- 
ments a black color will appear. This color is due to the 
preci|iitati(in of bismuth. If the test is made on urine con- 
taining albumin this must be removed, by boiling and httering. 
before applying the test. It is claimed by Bechold that Ny- 
lander's and Boettger's tests give a negative reaction with 
solutions containing sugar when mercuric chloride or chloro- 
form is present, a claim which has very recently been contra- 
dicted by Zeidlitz. 

A positive Nylander or Boettger test is probably due to 
the following reactions: 

a) Bi(OH)3N03 + KOH = Bi(OH)3-)-KNO,. ^M 

(b) 2Bi(0H), — 30^Bi,-f-3HaO. ^M 

4. Fermentation Test. — Rub up in a mortar about 15 c.c. 
of the urine with a small piece of compressed yeast. Trans- 
fer the mixture to a sacchammcler {Fig. 2. p. 10) and stand 
it aside in a warm place for about 12 hours. If dextrose is 
present, alcoholic fermentation will occur and carbon dioxide 
wii! collect as a gas in the upper portion of the tube. On the 

'Nylandcr's reagent is prepared by digesting a grams of bismuth sub- 
and 4 grams of Rochelle salt in loo c.c. of a lo per cent potassium 
hydroxide solution. Tlie reagent is then cooled and filtered. 
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completion of fermentation introduce, by means of a bent 
pipette, a little KOH solution into the graduated portion, place 
the thumb tightly over the opening in the apparatus and 
invert the saccharometer. Explain the result. 

5. Barfoed's Test. — To 2-1, ex. of Barfoed's solution^ in 
a test-tube add a few drops of urine and boil. Allow the tube 
to stand a few minutes and examine. In the presence of dex- 
trose a red precipitate forms. What is it? 

6. Polariscopic Examination. — For directions as to the 
use of the iiolariscope see page 1 1. 



PROTEIDS. 

Normal urine contains a trace of proteid material but the 
amount present is so slight as to escape detection by any of 
the simple tests in general use for the detection of proteid 
urinary constituents. The following are the more important 
forms of proteid material wliich have been detected in the 
urine under pathological conditions: 

( 1 ) Serum albumin. 

(2) Serum globulin. 

{Deutero-proteose. 
Hetero-proteose. 
■' Bence-Jones' proteid." 
{4) Peptone. 

(5) Nucleo-proteid. 

(6) Fibrin. 

(7) Haemoglobin. 

ALBUMIN. 

Albuminuria is a condition in which serum albumin or 
serum globulin appears in the urine. There are two distinct 
forms of albuminuria, i. e., renal albuminuria and accidental 
albuminuria. Sometimes the terms "true" albuminuria and 

'Barfoed's solution i.>t prep.ired a? follows: Disf^olve 4 grams of cupric 
acetate in loo e.c. of water and acidify ivitli acetic acid. 
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" false "' aibiiminuria are subslitiitcd for those just given. In 
the renal type the albumin is excreted by the kidneys. This 
is the more serious form of the malady and at the same time 
is more frequently encountered than the accidental tj-pe. 
Among the causes of renal albuminuria are altered blood pres- 
sure in the kidneys, altered kidney structure, or changes in 
the composition of the blood entering the kidneys, thus allow- 
ing the albumin to diffuse more readily. In the accidental 
form of albuminuria the albumin is not excreted by the kid- 
neys as is the case in the renal form of the disorder, but arises 
from the blood, lymph or some albumin-containing exudate 
coming into contact with tlie urine at some point brfow the 
kidneys. 

EXPERIMEXTS, 

I. Heller's Ring Test. — Placesc.c. of concentrated HN'O, 
in a test-tube, incline the tube, and, by means of a pipette 
allow the urine to flow slo'U'ly down the side,' The liquids 
should stratify with the formation of a -u'hiie zone of precip- 
itated albumin at the point of juncture. If the albumin is 
present in very small amount the white zone may not form 
until the tube has been allowed to stand for several minutes. 
If the urine is quite concentrated a white zone, due to uric 
acid or urates, will form upon treatment with nitric acid as 
indicated. This ring may be easily diflferentiated front the 
albumin ring by repeating the test after diluting the urine 
with 3 or 4 volumes of water, whereupon, the ring, if due 
to uric acid or urates, will not appear. It is ordinarily pos- 
sible to differentiate between the albumin ring and the uric 
acid ring without diluting the urine, since the ring, when 
due to uric acid, has ordinarily a less sharply defined upper 
border, is generally broader than the albumin ring and fre- 
quently is situated in the urine aboz'c the point of contact 
with the nitric acid. Concentrated urines also occasionally ex- 
hibit the formation, at the point of contact, of a crystalline 
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ring with very sliarply defined borders. This is urea nitrate 
and is easily distinguished from the " fluffy " ring of albumin. 
If there is any difficulty in differentiation a simple dilution of 
the urine with water, as above described, will remove the diffi- 
culty. Various colored zones, due either to the presence of 
indican, bile pigments or to the oxidation of other organic uri- 
nary constituents, may form in this test under certain condi- 
tions. These colored rings should never be confounded with 
the Kititc ring which alone denotes the presence of albumin. 
After the administration of certain drugs a white precipi- 
tate of resin acids may form at the point of contact of the 
two fluids and may cause the observer to draw wrong conclu- 
sions. This ring, if composed of resin acids, will dissolve 
in alcohol, whereas the albumin ring will not dissolve. 

2. Roberts' Ring Test. — ^Place 5 c.c. of Roberts' reagent' 
in a test-lube, incline the tube, and, by means of a pipette, al- 
low the urine to flow slozely down the side. The liquids should 
stratify with the formation of a zvbite zone of precipitated 
albumin at the point of juncture. Tliis test is a modification 
of Heller's ring test and is rather more satisfactory than that 
test, since the colored rings never form and the consequent 
confusion is avoided. 

3. Spiegler's Ring Test. — Place 5 c.c. of Spiegler's rea- 
gent' in a test-tube, incline the tube, and, by means of a pipette, 
allow 5 c.c. of urine, acidified with acetic acid, to flow slntcly 
down the side. A white zone will form at the point of 
contact. This is an exceedingly delicate test, in fact, too deli- 
cate for ordinary clinical purposes, since it serves to detect 
albumin when present in the merest trace (1:250,000) and 
hence most normal urines will give a positive reaction for 
albumin when this test is applied. 

'Roberls' reagent is composed of I volume of concenirated HNOi and 5 
volumes of a saturated solution of JtlgSOi. 
'Spiegler's reagent has the following composition: 

Tartaric acid zo grams. 

Mercuric chloride 40 grams. 

Glycerin too grams. 

Distilled waier 1000 grams. 
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Some investigators claim that llie delicacy uf this test de- 
pends uj)on the presence of sodium chluride in the urine, the 
test losing accuracy if the sn{iiuni chloride cmitent be low. 

4. Jolles' Reaction. — Shake 5 c.c. of urine with i c.c. of 
30 |)er cent acetic acid and 4 c.c. of Jolles' rea^nt' in a test- 
lulie. A white precipitate indicates the presence of albumin. 

Care should lie taken to use the correct amount of acetic acid. 
since the use of u>t> small an amount may result in the torma- 
tion of mercury conihinations which may cause confusion. 
In the presence of iixline, mercuric iodide will form but may 
readily be differentiated from albumin tiirough the fact that 
it is soluble in alcohol. 

5, Coagulation or Boiling Test.^( a) Heat 5 c.c. of urine 
to boiling in a test-tube. A precipitate forming at this point 
is due either to albumin or to phosphates. .Acidify the urine 
slightly by the addition of 3-5 drops of very dilute acetic add, 
adding the acid drop by drop to the hot solution. If the pre- 
cipitate is due to phosphates it will disappear under these cijn- 
dilions. whereas if it is due to albumin it will not only fail to 
disappear but will become more flocculent in character, since 
the reaction of a fluid must be acid to secure the complete pre- 
cipitation of the albumin by this coagulation process. Too 
much acid should be avoided since it will cause the albumin to 
go into solution. Certain resin acids may be precipitated by 
the acid, but the precipitate due to this cause may lie easily 
differentiated from the albumin precipitate by reason of its 
solubility in alcohol. 

(b) A modification of this test in quite general use is as 
follows: Fill a test-tulw two-thirds full of urine and gently 
heat the upper half of the fluid to boiling, being careful that 
this fluid does not mix with the lower half. ,\ turbidity indi- 
cates albumin or phosphates. Acidify the urine slightly by 
'Jollea' reagent has ibc following coinposilion : 

Succinic acid 40 grams. 

Mercuric chloride 20 grams. 

Sodium chloride , 20 grams. 

Distilled water looo grams. 
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the addition of 3-5 drops of dilute acetic acid, wlien the tur- 
bidity, if due to phosphates, will disappear. 

Nitric acid is nften used in place of acetic acid in tliese tests, 
111 case nitric acid is used ordinarily i- J drops is sufficient, 

6. Acetic Acid and Potassium Ferrocyanide Test. — To 
5 c.c. of urine in a test-tube add 5-10 drops of acetic acid. 
Mix well and add potassium ferrocyanide drop by drop, until a 
precipitate forms. 

7. Tanret's Test. — To 5 c.c, of urine in a test-tube add 
Tanret's reagent' drop by drop until a turbidity or precipitate 
forms. This is an exceedingly delicate test. Sometimes the 
urine is stratified upon the reagent as in Heller's or Roberts' 
ring tests. 

8. Sodium Chloride and Acetic Acid Test.^Mix i\\o 
volumes of urine and one volume of a saturated solution of 
sodium chloride in a test-tube, acidify with acetic acid and heat 
to boiling. The production of a cloudiness or the formation 
of a precipitate indicates the presence of albumin. The resin 
acids may interfere here as in the ordinary coagulation test 
(page 2g2) but they may be easily differentiated from aihuniin 
by means of their solubility in alcohol. 



GUBULIN. 

Serum globulin is not a constituent of normal urine but 
frequently occurs in the urine under pathological conditions and 
is ordinarily associated with sennn albumin. In albuminuria 
globulin in varying amounts often accompanies the albumin, 
and the clinical significance of the two is very similar. Under 
certain conditions globulin may occur in the urine unaccom- 
panied by albumin. 

Experiments. 

Globulin will respond to all the tests just outlined under 
.Mbumin. If it is desirable to differentiate between albumin 
'Tanret's reagent is prepared as follows; Dissolve i,3S gram of mcrcvtric 
chloride in 25 c.c. of water, add lo this solution 3.32 grams of potassium 
iodide dissolved in 25 c.c, of water, then make the tolai solution tip to 60 c.c 
with water and add 20 c.c, of glacial acid lo the mixture. 
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urine tlie foUowing processes may I* 
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and globulin ii 
employed : 

1. Saturation With Magnesium Sulphate. — Place 25 c.c. 
of neutral urine in a small beaker and add pulverijied mag- 
nesium sulphate in suhslaiice to the p<3int of saturation. It the 
proteid present is glubulin it will precipitate at lliis point, If 
no precipitate is produced acidify the saturated solution with 
acetic acid and warm gently. Albumin will be precipitated 
if present. 

The above procedure may be used to separate globulin and 
albumin if present in the same urine. To do this filter off the 
globulin after it has been precipitated by the magnesium sul- 
phate, then acidify the clear solution and warm gently as 
directed. Note the formation of the albumin precipitate. 

2. Half-Saturation With Ammonium Sulphate. — Place 
25 c.c. of neutral urine in a small beaker and add an equal 
volume of a saturated solution of ammonium sulphate. Globu- 
lin, it present, will l)e precipitated. If no precipitate fontis add 
ammonium sulphate in substance to the point of saturation. 
If albumin is present it will lie precipitated upon saturation of 
the solution as just indicated. This method may also be used 
to separate globulin and albumin when they occur in the same 
urine. 

Frequently in urine which contains a large amount of urates 
a precipitate of ammonium urate may occur when the am- 
monium sulphate solution is added to die urine. This urate 
precipitate should not be confounded with the precipitate due 
to globulin. The two precipitates may be differentiated by 
means of the fact that the urate precipitate ordinarily appears 
only after the lapse of several minutes whereas the globulin 
generally precipitates at once. 

PROTEOSE AND PEPTONE. 
Proteoses, particularly deutero-proteose and hetero-proteose, 
have frequently been found in the urine under various patho- 
logical conditions such as diphtheria, pneumonia, intestinal 
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ulcer, carcinoma, dermatitis, osteomalacia, atrophy of the kid- 
neys and in sarcomata of the bones of the trunk. " Eence- 
Jones' proteid," a proteose-Hke substance, is of interest in this 
connection and its appearance in the urine is beUeved to be 
of great diagnostic importance in cases of multiple myeloma 
or myelogenic osteosarcoma. By some investigators this pro- 
teid is held to be a variety of hetero-proteose whereas others 
claim that it possesses albumin characteristics. 

Peptone certainly occurs much less frequently as a constitu- 
ent of the urine than does proteose, in fact most investigators 
seriously question its presence under any conditions. There 
are many instances of peptonuria cited in the early literature 
biu because of the uncertainty in the conception of what really 
constituted a peptone it is probable that in many cases of so- 
called peptonuria tlie proteid present was really proteose. 

Experiments. 

1. Boiling Test.^ — Make the ordinary coagulation test ac- 
cording tu tlie directions given under Albumin, page 292. If 
no coagulabie proteid is found allow the boiled urine to stand 
and note the gradual appearance, in the cooled fluid, of a flaky 
precipitate of proteose. This is a crude test and should never 
be relied upon. 

2. Schulte's Method. — Acidify 50 c.c. of urine with dilute 
acetic acid and filter off any precipitate of nucleo-proteid which 
may form. Now test a few cubic centimeters of the urine for 
coagulabie proteid, by tests 2 and 5 under Albumin, pp. 391- 
292. If coagulabie proteid is present remove it by coagulation 
and fihration before proceeding. Introduce 25 c,c. of the urine, 
freed from coagulabie proteid, into 150 c.c. of absolute alcohol 
and allow it to stand for 12-24 hours. Decant the supernatant 
fluid and dissolve the precipitate in a small amount of hot 
water. Now filter this solution, and after testing again for 
nucleo-proteid with very dilute acetic acid, try the biuret test. 
If this test is positive the presence of proteose is indicated.* 

' If it is considered desirable to lest for peptone the proteose may be 
removed by sainraiion with (NIDiSO. according to the directions given 
on page 59 and the filtrate tested for peptone by the biuret IcsL 
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L'robilin dues not ordinarily interfere witli 
it is almost entirely dissolved Iiy the absolute alcohol when the 
proteose is precipitated. 

3. V. Aider's Method. — Acidify 10 c.c. of urine wirh 
hydrochloric acid, add phnsphotungstic acid until no more pre- 
cipitate forms and ceiititiigate' the solution. Decant the super- 
natant fluid, add some absolute alcohol to the precipitate and 
centrifugate again. This washing with alcohol is intended to 
remove the urobilin and hence should be continned so long as 
the alcohol exhibits any coloration whatever, Xow sttspend 
the precipitate in water and add potassium hydroxide to bring 
it into solution. At this ix)int the solution may be blue in 
color in which case decolorization may be secured by gently 
heating, -^pply ihe biuret test to the Ci'ol solution. A p<isi- 
tive biuret test indicates the presence '>f proteoses. 

4. Detection of " Bence- Jones' Proteid,"^ — ^Heal the sus- 
pected urine very gently, carefully noting the temperature. 
At as low a tem|>erature as 40"" C. a turbidity may be observed 
and as the temperature is raised to alxjut 60 " C. a flocculent 
precipitate forms and clings to the sides of Ihe test-tulie. If 
the urine is now acidified t'cry sliglilly with acetic acid and the 
temi)eraUire further raised lo 100" C. the precipitate at least 
partly disappears: it will retuni upon cooling the tube. 

This pro()erty of precipitatuig at so low a temperature and 
of dissolving at a higher temperature is typical of " Bence- 
Jones' proteid " and may be used to differentiate it from all 
other forms of proteid material occurring in the urine. 

NOCLEO-PKOTEID. 

There has been considerable controversy as to the proper 
classification for the proteid body which forms the " nubecula " 
of normal urine. By different investigators it has been called 
mucin, mucoid, ffliosphO'ftrolcid, miclco-alhiimin and hucIco- 
protcid. Of course, according to the modern acceptation oE 

and washed on the lillcr 
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the meanings of these terms they cannot be synonynicms. 
Mucin and mucoid are ghicoproteids and hence contain no 
pliosphonis (see p. 61), whereas phospho-proleids. nucleo- 
albumiiis and nucleo-proteids are phosphorized bodies. It may 
possibly be that both these forms of proteid, i. e.. the gUicopro- 
teid and the phosphorized type, occur in the urine under certain 
conditions (see page 264). In this connection we will use llie 
term nucleo-proteid. The pathological conditions under which 
the content of niicieo-proteid is increased includes all affections 
of the urinary passages and in particular pyelitis, nephritis and 
infiannnation of the bladder, 

ExriCKIMKNTS. 

!. Detection of Nucleo-proteid. — Place 10 c.c. of urine in 
a small beaker, dilute it with three volumes of water, to prevent 
precipitation of urates, and make the reaction very slr(7}igly 
acid with acetic acid. If the urine becomes turbid it is an indi- 
cation that nucleo-proteid is present. 

If the urine under examination contains albumin tiie greater 
portion of this substance should be removed by boiling the 
urine before testing it for the presence of nucleo-proteid. 

2. Ott's Precipitation Test. — Mix 25 c.c, of the urine with 
an equal volume of a saturated solution of sodium chloride and 
slowly add Almen's reagent.' In the presence of nucleo- 
proteid a voluminous precipitate forms. 



BLOOD. 

The pathological conditions in which blood occurs in the 
urine may be classified under the two divisions hivmatitria and 
iKcinogtobuturia. In hsematuria we are able to detect not only 
the h;emoglobin but the unruptured corpuscles as well, whereas 
in haemoglobinuria the pigment alone is present. Hematuria 
is brought about through blood passing into the urine because 
of some lesion of the kidney or of the urinary tract below the 

' Dissolve 5 grams of tannin in 240 cc. of 50 per cent alcohol and add 
10 c.c. of 25 per cent acetic acid. 
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kidney. Hfemoglobiiiuria is brouglu about through 
lysis. 1. c, the rupturing of the stroma of the erythrocyte and 
the hberation of the hiemogiobin. This tnay occur in scur\T. 
typhus, pyemia, purpura and in other diseases. It may also 
occur as the result of a bum covering a considerable area of 
tlie body, or may be brought alnwit through the action of cer- 
tain poisons or by the injection of various substances having 
the power of dissolving the ernhrocytes. Transfusion ot 
blood may also cause hsnioglobinuria. 



Experiments, 
-Render 10 cc. of urine strongly al 



J 

.Ikalme 



1. Heller's Test. 
with potassium hydroxide solution and heat to boiling. Upon 
allowing the heated urine to stand a precipitate of phosphates, 
colored red by the contained hsematin, is formed. It is ordi- 
narily well to make a "control" experiment using normal 
urine, before coming to a tinai decision. 

Certain substances such as cascara sagrada, rhubarb, san- 
tonin, and senna cause the urine to give a similar reaction. 
Reactions due to such substances may be differentiated from 
the true blood reaction by the fact that both the precipitate and 
the pigment of the former reaction disappear when treated with 
acetic acid, whereas if the color is due to ha?matin the acid will 
only dissolve the precipitate of phosphates and leave the pig- 
ment undissolved. 

2. Teichmann's Hsemin Test. — Place a small drop of the 
suspected urine or a small amount of the moist sediment on a 
microscopic slide, add a minute grain of NaCl and carefully 
evaporate to dryness over a Ion- flame. Put a cover glass in 
place, run underneath it a drop of glacial acetic acid and warm 
gently until the formation of gas bubbles is observed. Cool 
the preparation, examine under the microscope and compare 
the form of the crystals with those reproduced in Figs. 58 
and 59, page 164. 

3. Heller-Teichmann Reaction. — Produce the pigmented 
precipitate according to directions given in Heller's test on p.. 
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298. If there is a copious precipitate of phosphates and but 
little pigment the phosphates may be dissolved by treatment 
with acetic acid and the residue used in the formation of the 
haemin crystals according to directions in Experiment 2. p. 298. 

4. Zeynek and Nencki's Haemin Test. — To 10 c.c. of the 
urine under examination add acetone until no more precipitate 
forms. Filter off the precipitate and extract it with 10 c.c. of 
acetone rendered acid with 2-3 drops of hydrochloric acid. 
Place a drop of the resulting colored extract on a slide, immedi- 
ately place a cover glass in position and examine under the 
microscope. Compare the form of the crystals with those 
shown in Figs. 58 and 59. page 164. Hsmin crystals pro- 
duced by this manipulation are sometimes very minute, thus 
rendering it difficuh to determine the exact form of the 
crystal. 

5. Schalfijew's Haemin Test.- — Place 20 c.c. of glacial 
acetic acid in a small beaker and heat to 80^ C. Add 5 c.c. 
of the urine under examination, raise the temperature to So° 
C. and stand the mixture aside to cool. Examine the crystals 
under the microscope and compare them with those shown in 
Figs. 58 and 59. page 164. 

6. Guaiac Test. — Place 5 c.c. of urine in a test-tube and by 
means of a pipette introduce a freshly prepared alcoholic solu- 
tion of guaiac into the fluid until a turbidity results; then add 
old turpentine or hydrogen peroxide, drop by drop, until a blue 
color is obtained. This is a very delicate test when properly 
performed. Buckmaster has recently suggested the use of 
guaiaconic acid instead of the solution of guaiac. See discus- 
sion on page 158 and test on page 163. 

7. Spectroscopic Examination.^Submit the urine to a 
spectroscopic e.Kamination according to the directions given on 
page 169 looking especially for the absorption-bands of oxy- 
hemoglobin and methsmoglobin (see Absorption Spectra, 
Plate I.). 
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BILE. 

Bnlh the pigments and the acids of the hile may be detected 
in tlic urine under certain pathological conilitions. Of the pig- 
ments, bilirubin is the only one which has Ijeen pi_>sitively iden- 
tified in fresh urine; the other pigments, when present, are 
probably derived from ihe bilirubin. A urine containing bil^ 
may be yellowish-green to brown in color and when shaken 
fuams readily. The staining of the various tissues of the 
body through the absorption of bile due to occlusion of the 
bile duct causes a condition known as icterus or jaundic^ 
Bile is always present in the urine under such conditii.ms unless 
the amount of bile reaching Ihe tissues is extremely small 

Experiments. 
Teiti for Bile Piemen tt. 

1. Gmelin's Test. — To abtiut 5 c.c. ol cotufiitt-ijtcd nitric 
acid in a test-lube add an etjual volume of urine carefully so 
that the two fluids do not mix. At the point of contact note the 
various colored rings, grcni. hliir, f/D/c/. n-d and rcddisb- 
ycllow. 

2. Rosenbach's Modification of Gmelin's Test. — Filter 
5 C.C. of urine through a small filter paper. Introduce a drop 
of concenlralcd nitric acid into the cone of the ]>aper and 
observe the succession of colors as given in Gmelin's test, 

3. Huppert's Reaction. — Thoroughly shake equal volumes 
of urine and milk of lime in a test-tube. The pigments unite 
with the calcium and are precipitated. Filter off the precipi- 
tate, wash it with water and transfer to a small lieaker. Add 
alcohol acidified slightly with hydrochloric acid and warm upon 
a water-bath until Ihe solution becomes colored an emerald 
green. 

4. Hammarsten's Reaction. — To about 5 c.c. of Ham- 
marsten's reagent' in a small evaporating dish add a few drops 

' Hammarsten's reagcni is made by mixitig 1 volume of 25 per cent 
nitric acid and 19 volumes of 25 |>cr cent hydrochloric acid and then 
adding i volume of this acid mi.tlitre to 4 voUimes of gs per cent altohoL 
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of urine. A green color is produced. If more of the reagent 
is now added the play of colors as noted in Gmelin's test may 
be obtained. 

5. Smith's Test. — To 2-3 ex. of urine in a test-tube add 
carefully about 5 c.c, of dilute tincture of iodine (l : 10) so 
that the fluids do not mix. A green ring is observed at the 
point of contact. 

Tests foi Bile Acids. 

1. Pettenkofer's Test. — To 5 c.c. of urine in a test-tube 
add 5 drop.'; of a 5 per cent solution of saccharose. Now in- 
cline the tube, run about 2-3 c.c. of concentrated sulphuric 
acid carefully down the side and note the red ring at the point 
of contact. Upon slightly agitating the contents of the tube 
the whole solution gradually assumes a reddish color. As the 
tube becomes warm, it should be cooled in running water in 
order that the temperature may not rise above 70" C. 

2. Mylius's Modification of Pettenkofer's Test. — To ap- 
proximately 5 c.c. of urine in a test-tube add 3 drops of a very 
dilute (i: 1,000) aqueous soKition of furfurol, 

HC CH 

HC C-CHO. 



Now incline the tulje, run about 2-3 c.c. of concentrated sul- 
phuric acid carefully down the side and note the red ring as 
above. In this case also, upon shaking the tube, the whole 
solution is colored red. Keep the temperature below 70 ' C. 
as before. 

3. Neukomm's Modification of Pettenkofer's Test. — To 
a few drops of urine in an evajmrating dish add a trace of a 
dilute saccharose solution and one or more drops of dilute sul- 
phuric acid. Evaporate on a water-bath and observe the 
development of a violet color at the edge of the evaporating 
mixture. Discontinue the evaporation as soon as the color 
is observed. 
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4. V. UdrSnsky's Test. — To 5 c.c. of urine in a test-tui 
add 3-4 drops of a very dilute (i : 1,000) aqueous solution 
furfurol. Place the thumb over the top of the tube and sh; 
until a thick foam is formed. By means of a small pip 
add 2-3 drops of concentrated sulphuric acid to the foam am 
observe the dark f^i'nk coloration produced. 

5. Salkowski's Test— Render 5 c.c, of urine alkaline wit 
a few drops of a 10 per cent sodium carbonate solution and ad 
a 10 per cent solution of calcium chloride, drop by drop, untj 
the supernatant fluid exhibits the normal urinary color wha 
the contents of the test-tube are thoroughly mixed. Filter oj 
the precipitate, and after washing it, place it in a second tv\n 
with Qj per cent alcohol. .Acidify the alcohol with hydro! 
chloric acid and, if necessarj', shake the tube to bring the pre 
cipitate into solution. Heat the solution to boiling and obsen 
the appearance of a green color which changes through blu 
and violet to red; if no bile is present the solution does 1 
undergo any color change. This test will frequently exhit 
greater delicacy that Gmelin's test. 

6. Hay's Test. — Cool about 10 c.c. of urine in a test-tubi 
to 17° C. or lower, and sprinkle a little finely pulverized su!4 
phur upon the surface of the fluid. The presence of bile acidj 
is indicated if the sulphur sinks to the bottom of the liquid, 
rapidity with which the sulphur sinks depending upon tbtt 
amount of bile acids present in the urine. The test is said tq 
react with bile acids when the latter are present in the propon 
tion 1 : 120,000. 

Some investigators claim that it is impossible to differentiatl 
between bile acids and bile pigments by this test. 

OH. 

ACETONE, C = 0. 
I 

CH, 



It was fonnerly very generally believed that acetone appean 
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in the urine under pathological conditions because of increased 
proteid decomposition. It is now generally thought that, in 
man, the output of acetone arises principally from the breaking 
down of fatty tissues or fatty foods within the organism. 
The quantity of acetone eliminated has been shown to increase 
when the subject is fed an abundance of fat-containing food 
as well as during fasting, whereas a replacement of the fat 
with carbohydrates is followed by a marked decrease in the 
acetone excretion. Conditions are different with certain of 
the lower animals. With the dog, for instance, the output 
of acetone is not diminished when the animal is fed upon a 
carbohydrate diet, is decreased during fasting and increased 
when the animal is fed upon a diet of meat. 

Acetone and the closely related bodies, ^-oxybutyric acid and 
diacetic acid, are genei;ally classified as the acetone bodies. 
They are all associated with a deranged metabolic function and 
may appear in the urine together or separately, depending upon 
the conditions. Acetone and diacetic acid may occur alone in 
the urine but yS-oxybutyric acid is never found except in con- 
junction with one or the other of these bodies. Acetone and 
diacetic acid arise chiefly from the oxidation of /3-oxybutyric 
acid. The relation existing between these three bodies is 
shown in the following reactions : 

la) CH3-CH(0H)-CHa-CO0H + O = 

CHjCO ■ CHj • COOH -f HjO. 



(6) CH8C0-CHa-C00H=-{CH3)BC0 + C0,. 



Acetone, chemically considered, is a ketone, di-mcihyi ketone. 
When pure it is a liquid which possesses a characteristic aro- 
matic fruit-like odor, boils at 56-57° C. and is miscible with 
water, alcohol or ether in all proportions. Acetone is a 
physiological as well as a pathological constituent of the urine 
and under normal conditions the daily output is about o.oi- 
0.03 gram. 
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Pathologically, the elimination of acetone is often great 
increased and at siiirli limes a condition of acefoniiria is said 1 
exist. This pathological acetomiria may accompany dlabetl 
niellilus, scarlet fever, typhoid fever, pneumonia, nephritij 
phosphorus poisoning, grave ana'mias. fasting ami a tlerangt 
digestive function; it also frequently accompanies auto-intox 
cation and chloroform an?esthesia. The t>'pes of acetnnur 
most frequently met with are those noted in febrile conditio! 
and in advanced cases of diabetes mellitus. 

Experiments. 

1. Isolation from the Urine. — In order to facilitate the di 
tection of acetone in the urine, the specimen under e.xaininatia 
should be distilled and the tests as given betow applied to tl 
resulting distillate. If it is not convenient to distil the urin 
the tests may lie conducted upon the undistiJled fluid. T 
obtain an acetone distillate proceed as follows: Place 100-25 
c.c, of urine in a distillation flask or retort and render it aci 
with acetic acid. Collect about one-third of the ori^ni 
volume of fluid as a distillate, add 5 drops of 10 per cent hydfl 
chloric acid and redistil about one-lialf of this volume. Wit 
this final distillate conduct the tests as given below. 

2, Gunning's Iodoform Test. — To alwut 5 c.c. of the uri( 
or distillate in a test-lul>e add a few drops of Lugol's solution 
or ordinary iodine solution (I in KI) and enough NH4OH I 
form a black precipitate (nitrogen iodide). Allow the tiibe t 
stand {the length of time depending upon the content of acetotl 
in the fluid under examination) and note the formation of , 
yellowish sediment consisting of iodoform. Examine the sedi 
ment under the microscope and compare the form of the cryj 
tals with those shown in Fig. 6. p. 21. If the crystals are n< 
well formed recrystallize them from ether and examine agaji 
The crystals of iodoform should not be confounded with thoj 
of stellar phosphate (Fig. 76, p. 193) which may l>e formed i 

' Lugol's solution may be prepared by dissolving 5 grams of iodine a 
10 grim* of potassinm iodide in 100 c.c. of dislilled waier. 
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this test, particularly if made upon the undistJlled urine. This 
test is preferable to Lichen's test (4) since no substance other 
than acetone will produce iodoform when treated accord- 
ing to the directions for this test; both alcohol and aldehyde 
yield iodoform when tested by Lieben's test. 

Gunning's test is rather the most satisfactory test yet sug- 
gested for the detection of acetone, and may be used with good 
results even upon the undistilied urine. In some instances 
where the amount of acetone present is very small it is neces- 
sary to allow the tube to stand 24 hours before making the 
examination for iodoform crystals. This test serves to detect 
acetone when present in the ratio i : 100,000. 

3. Legal's Test. — Introduce about 5 c.c. of the urine or 
distillate into a test-tulw, add a few drops of a freshly prepared 
aqueous solution of sodium nitro-prusside and render the mix- 
ture alkaline with potassium hydroxide. A ruby red color, 
due to creatinin, a normal urinary constituent, is produced (see 
Weyl's test, p. 252). Add an excess of acetic acid and if acetone 
is present the red color will be intensified, whereas in the ab- 
sence of acetone a yellow color will result. Make a control 
test upon normal urine to show that this is so. A similar red 
color may be produced by paracresol in urines containing no 
acetone. 

4. Lieben's Test. — Introduce 5 c.c. of the urine or distillate 
into a test-tube, render it alkaline with potassium hydroxide and 
add 1-2 c.c. of iodine solution, drop by drop. If acetone is 
present a yellowish precipitate of iodoform will be produced. 
Identify the iodofonu by means of its characteristic odor and 
its typical crystalline form (see Fig. 6, p. 21). While fully 
as delicate as Gunning's test (2) this test is not as accurate, 
since by means of the procedure involved, either alcohol or 
aldehyde will yield a precipitate of iodoform. This test is 
especially liable to lead to erroneous deductions when urines 
from the advanced stages of diabetes are under examination, 
because of the presence of alcohol formed from the sugar 
through fermentative processes. 
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5. Reynolds-Gunning Test. — This test depends upon the 
solubility of mercuric nxifle in acetone and is performed as fol^ 
lows: To 5 CO. of the urine or distillate add a few drops o£ 
mercuric chloride, render the solution alkaline with potassium 
hydroxide and add an equal volume of 95 per cent alcohoL 
Shake thoroughly in order to hring the major portion of the 
mercuric oxide Into solution and filler. Render the clea^ 
filtrate faintly acid with hydrochloric acid and stratify some 
ammonium sulphide, (NH,)jS, upon tliis acid solution. Al 
the zone of contact a blackish-gray ring of precipitated mercu- 
ric sulphide, HgS, will form. Aldehyde also responds to thifl 
test. Aldehyde, however, has never heen detected in the urine 
and could only be present in this instance if the acidiBed urine 
was distilled too far. 

CH, 
I 

DIACETIC ACID, 0=^0 

I 

CH.rOOH. 



d urine 

I 



Diacetic or aceloacetic acid occurs in the urine only under 
pathological conditions and is rarely found except associated 
wilh acetone. It is formed from 0-oxybuiyric acid, another of 
the acetone bodies, and upon decomposition yields acetone and 
carbon dioxide. Diaceturia occurs ordinarily under the same 
conditions as the pathological acetonuria. 1. e., in fevers, dia- 
betes, etc. (see p. 304). H very little diacetic acid is formed 
it may all be transfonried into acetone, whereas if a largei; 
quantity is produced both acetone and diacetic acid may be 
present in the urine. Diaceturia is most frequently observed, 
in children, especially accompanying fevers and digestive dis- 
orders; it is perhaps less frequently observed in adults, but 
when present, particularly in fevers and diabetes, it is fre- 
quently followed by fatal coma. 

Diacetic acid is a colorless liquid which is miscible with 
water, alcohol, and ether, in all proportions. It differs from 
acetone in giving a violet-red or Bordeaux-red color with a 
dilute solution of ferric chloride. 
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Experiments. 

I. Gerhardt's Test. — To 5 c.c. of urine in a test-tube add 
ferric chloride solution, drop by drop, until no more precipi- 
tate forms. In the presence of diacetic acid a Bordeaux-red 
color is produced; this color may be somewhat masked by the 
precipitate of ferric phosphate, in which case the fluid should 
be filtered. 

A positive result from the above manipulation simply indi- 
cates the possible presence of diacetic acid. Before making a 
final decision regarding the presence of this body make the two 
following control experiments : 

(a) Place 5 c.c. of urine in a test-tube and boil it vigorously 
for 3-5 minutes. Cool the tube and. with the boiled urine, 
make the test as given above. As has been already stated, 
diacetic acid yields acetone upon decomposition and acetone 
does not give a Bordeaux-red color with ferric chloride. By 
boiling as indicated above therefore, any diacetic acid present 
would be decomposed into acetone and carbon dioxide and the 
test upon the resulting fluid would be negative. If positive 
the color is due to the presence of bodies other than diacetic 
acid. 

(b) Place 5 c.c. of urine in a test-tube, acidify with HaSOj, 
tc free diacetic acid from its salts, and carefully extract the 
mixture with ether by shaking. If diacetic acid is present it 
will be extracted by the ether. Now remove the ethereal solu- 
tion and add to it an equal volume of dilute ferric chloride; 
diacetic acid is indicated by the production of the character- 
istic Bordeaux-red color. This color disappears spontaneously 
in 24-4S hours. Such substances as antipyrin, kairin, phena- 
cetin, salicylic acid, salicylates, sodium acetate, sulphocyanides 
and ihallin yield a similar red color under these conditions, but 
when due to the presence of any of these substances the color 
does not disappear spontaneously but may remain permanent 
for days. Many of these disturbing substances are soluble in 
benzene or chloroform and may be removed from the urine by 
this means before extracting with ether as above. Diacetic 
acid is insoluble in benzene or chloroform. 
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2- Amold-Lipliawsky Reaction. — Tliis reaction is sol 
what nil ire ilclicaie llian Orliiinlt's lest (i ) and serves to de 
tect diacelic acid when present in the proportion i : 25.000. 
is also negative toward acetone, ^-oxybutyric acid and the intcl 
fering dnigs mentioned as causing' em meims deductions in th 
application of Gerliardt's test. If the urine under examinatioi 
is highly pigmented it should l>e partly decolorized by meai 
of animal charcoal before applying the test as imlicated belui 

Place 5 c.c, of the urine under examination and an equi 
volume of the -Xnnild-Liphawsky reagent' in a test-tube, add 
few drops of concentrated ammonia and shake the tulw vigoi 
ously. Note the production of a brick-re<I color. Take I 
c.c, of this colored solution, add 10-20 c.c. of hydrochlori 
acid (sp, gr, 1,19), 3 c.c, of chloroform and 2-4 drops a 
ferric chloride solution and carefully mix the fluids idthoU 
shaking. Diacetic acid is indicated by the chloroform assuTtl 
ing a violet or blue color: if diacetic aci<l is absent the cola 
may be yellow or light red. 

H OH H 

I I I 

(9-OXYBOTYRIC ACID. H~(' — (' — C — COOH. 

I I I 

H H H 

This acid does not occur as a norma! constituent of urin< 
but is found only under pathological conditions and thei 
always in conjunction with either acetone or diacetic acid 
Either of these bodies may be formed from ^-oxybutyric aci^ 
under proper conditions. It is present in especially \argi 



' This reagenl consists of two definite solutions which are ordinarid 
preserved separately and mixed just before using. The two solutions ai 
prepared as follows: 

(a) One per cent aqueous solution of polassinm nitrilc. 

(b) One gram of ^-amino-acetophenon dissolved in loo c.c. of disliUeri 
water and enough hydrochloric acid (about 3 c.c) added, drop by dron 
to cause the soUitioii, which is at tir.ft yellow, to l>ecomc entirely colorli 
An excess of acid must be avoided. 

Before using, a and l< arc mixed in Ihe ratio I ; 2. 



eiy colorlesi 
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amount in severe cases of diabetes and lias also been detected 
in digestive disturbances, continued fevers, scnr\'y, measles and 
in starvation. It is probable that, in man, ^-oxybutyric acid, 
in common with acetone and diacetic acid, arises principally 
from the breaking down of fatty tissues within the organism. 
The condition in wliich large amounts of acetone and diacetic 
acid, and in severe cases ^-oxybutyric acid also, are excreted 
in the urine is known as " acidosis." In diabetes the deranged 
metabolic conditions cause the production of great quantities 
of these substances which lead to an acid intoxication and 
ultimately to diabetic coma. 

Ordinarily j8-oxybutyric acid is an odorless, transparent 
syrup, which is Isevorotatory and easily soluble in water, alco- 
hol and ether; it may be obtainetl in crystalline form. 

Experiments, 

1. Polariscopic Examination.— Subject some of the urine 
(free from proteid) to the ordinary fennentation test (see 
page ^88). This will remove dextrose and lajvulose. which 
would interfere with the polariscopic test. Now examine the 
fermented fluid in the polariscope and if it is Isevorotatory 
the presence of ;8-oxybutyric acid is indicated. This test is not 
absolutely reliable, however, since conjugate glycuronates are 
also Isevorotatory after fermentation. 

2. Kiilz's Test. — Evaporate the urine, after fermenting 
it as indicated in the last test, to a syrup, add an ec|ual volume 
of concentrated sulphuric acid and distil the mixture directly 
without cooling. Under these conditions a-crotonic acid is 
formed and is present in the distillate. Allow the distillate to 
cool slowly and note the formation of crystals of o-crotonic acid 
which are soluble in ether and melt at 72° C. In case very 
slight traces of jS-oxybutyric acid lie present in the urine 
under examination the amount of o-crotomc acid formed may 
be too small to yield a crystalline product. In this event the 
distillate should be extracted with ether, the ethereal extract 
evaporated and the residue washed with water. Under these 
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conditions the impurities will I»c reiiioveil and the a~crotoi 
acid will remain behind as a residue. The raelting-] 
thiii residue mav then be determined. 



CONJUGATE GLYCURONATES. 



Glycuronic acid does not occur free in the urine but t] 
found, for the most part, in combination with phenol. Mud 
smaller quantities are excreted in combination with tndoxjj 
and skatoxyl. The total content of conjugate glycuronalej 
seldom exceeds 0.004 per cent under normal conditions, Thi 
output may be very greatly increased as the result of thi 
administration of antipyrin, borneol, camphor, chloral, men 
thol, morphine, naphthol. turpentine, etc. The glycuronatej 
as a group are Iievorotatory, whereas glycuronic acid ti 
dextro-rotatory. Most of the glycuronates reduce alkaliiM 
metallic oxides and so introduce an error in the exatni nation 
of urine for sugar. Conjugate glycuronates often ocani 
associated witli dextrose in glycosuria, diabetes mellitiis and 
in some other disorders. As a class the glycuronates are non- 
fermentable. 

Experiments. 

1. Fermentation-Reduction Test. — Test the urine b] 
Fehling's test. If there is reduction try Barfoed's test. II 
negative this indicates the absence of dextrose. A negative 
fermentation test would now indicate the presence of conju- 
gate glycuronates (or lactose in rare cases). 

If dextrose is present in the urine tested for glycuronates 
the urine must first be subjected to a polariscopic examina- 
tion, then fermented and a second polariscopic examinatiort 
made. The sugar being dextro-rotatory and fermentable 
and the glycuronates being Isvorotatory and non- fermentable 
the second polariscopic test will show a lasvorotation indica" 
tive of conjugate glycuronates. 

2. ToUens' Reaction. — Make this test according to direct- 
tions given under Pentoses, page 311. 
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PENTOSES. 

We have two distinct types o£ pentosuria, i, c, alimentary 
pentikuria, resulting from the ingestion of large quantities 
of pentose-rich vegetables such as prunes, cherries, grapes or 
plums, and fruit juices, in which condition the pentoses appear 
only temporarily in the urine; and the chrome form of pento- 
suria, in which the output of pentoses bears no relation what- 
ever to the quantity and nature of the pentose content of 
the food eaten. In occurring in these two forms, pentosuria 
resembles glycosuria (see page 283), but it is deiinitely known 
that pentosuria bears no relation to diabetes mellitus and 
there is no generally accepted theory to account for the occur- 
rence of the chronic form of pentosuria. The pentose de- 
tected most frequently in the urine is arabinose, the inactive 
form generally occurring in chronic pentosuria and the laevo- 
rotatorj' variety occurring in the alimentary type of the 
disorder. 

Experiments, 

1. Tollens' Reaction, — To equal volumes of urine and 
hydrochloric acid (sp. gr. 1.09) add a little phloroglucin and 
heat the mixture on a boiling water-bath. Pentose, galactose, 
Isevulose or gtycuronic acid will be indicated by the appearance 
of a red color. To differentiate between these bodies examine 
by the spectroscope and look for the absorption band between D 
and E given by pentoses and glycuronic acid, and then differ- 
entiate between the two latter bodies by the mehing-points of 
their osazons. 

2. Orcin Test. — Place equal volumes of urine and hydro- 
chloric acid (sp. gr. 1.09) in a test-tube, add a small amount 
of orcin, and heat the mixture to boiling. Color changes 
from red, through reddish-blue to green will be noted. ^Vhen 
the solution becomes green it should be shaken in a separatory 
funnel with a little amyl alcohol, and the alcoholic extract 
examined spectroscopically. An absorption band between C 
and D will be observed. 
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FAT. 

When fal finds its way into ihe tirine throug^h 
which brings some ponion of the urinary passages into 
munication with the lymphatic system a condition known 
chyluria is estaWished. The turbid or milky appearance of 
such urine is due to its content of chyle. Tin's disease is 
encountered most frequently in tropical countries, but 15 not 
entirely unknown in more temperate climates. Albumin is 3 
constant constituent of the urine in chyluria. Upon shaking 
a chylous urine with ether the fat is dissolved by the eti 
and the urine becomes clearer or entirely clear. 



H.ffiMATOPORPHYRIN. 
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Urine containing this body is occasionally met with 
various diseases but more frequently after the use of quinine, 
tetronal, trional and especially siilphonal. Such urines ordi- 
narily possess a reddish tint, the depth of color varying greatljM 
under different conditions. m 

Experiments. 

1. Spectroscopic Examination.~To 100 c.c. of urine 
add about 20 c.c. of a 10 per cent solution of KOH or 
NH^OH. The precipitate which forms consists principally 
of earthy phosphates to which the hiematoporpbyrin adheres 
and is carried down. Filter off the precipitate, wash it and 
transfer to a flask and warm with alcohol acidified with hv- 
drochloric acid. By this process the hsmatoporphyrin is dis- 
solved and on filtering will be found in the filtrate and i 
be identified by means of the spectroscope (see page 173, ; 
Absorption Spectra, Plate II). 

2. Acetic Acid Test. — To 100 c.c. of urine add 5 i 
glacial acetic acid and allow the mixture to stand 48 houtl 
Hsmatoporpliyrin deposits in the form of a precipitate. 




LACTOSE. 

Lactose is rarely found in the urine except as it is excreted 
by women during pregnancy, during the nursing period or 
soon after weaning. It is rather difficult to show the pres- 
ence of lactose in the urine in a satisfactory manner, since 
the formation of the characteristic lactosazon is not attended 
with any great measure of success under these conditions. 
It is, however, comparatively easy to show that it is not dex- 
trose, for, while it responds to reduction tests, it does not 
ferment with pure yeast and does not give a dextrosazon. 
An absolutely conclusive test, of course, is the isolation of 
the lactose in crystalline form (Fig. 75. p. T89) from the urine. 

Experiments. 

1. Rubner's Test, — To 10 c.c, of urine in a small beaker 
add some plumbic acetate, in substance, heat to boiling and 
add NH|OH until no more precipitate is dissolved. In the 
presence of lactose a brick-red or rose-red color develops, 
whereas dextrose gives a coffee-brown color, maltose a light 
yellow color and IkvuIosc no color at all under the same 
conditions. 

2. Compound Test. — Try the phenylhydrazin test, the 
fermentation test and Barfoed's test according to directions 
given under Dextrose, pages 283. 288 and 289. If these are 
negative, try Nylander's test, page 288. If this last test is 
positive, the presence of lactose is indicateti. 



L.ffiVULOSE. 

Diabetic urine frequently possesses the power of rotating 
the plane of polarized light to the left, thus indicating the 
presence of a Ifevorotatory substance. This lajvorotation is 
sometimes due to the presence of laevulose, although not nec- 
essarily contined to this carbohydrate, since conjugate glycu- 
ronates and |9-oxybutyric acid, two other l^evorotatory bodies. 
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are frequently found in the urine of diabetics. Laevulose 
invariably accompanied by dextrow in diabetic tirine. U 
Uci'ulosuria has been obser\'ed as a separate anoitialy. Tl 
presence of Ixvulose may be inferred when the percental 
of sugar, as detennined by the tilration raelliod, is greaU 
than the percentage indicated by the polariscopic exaininatiai 

Experiments. 

1. Seliwanoff's Reaction. — If a solution of resorcin ] 
dilute HCl (1 vohime of concentrated IICl to ^ volumes 6 
HaO) be warmed uitli an equal volume of a urine containiq 
ttevulose, the liquid will become red and a precipitate wi 
separate. The precipitate may be dissolved in alcohol to whki 
it will impart a striking red color. 

2. Phenylhydrazin Test. — Make the test according' 
directions under Dextrose, i page 283. 

3. Polariscopic Examination, — A simple polariscopic ■ 
amination, when taken in connection with other ordinary tests 
will furnish the requisite data regarding the presence a. 
licvtilose, provided Ifcvulose is not accompanied by other Isevo 
rotatory substances, such as conjugate glycuronates aiM 
^-oxybutyric acid. 

INOSIT. 

Inosit occasionally occurs in the urine in albuminurii 
diabetes mellitus and diabetes insipidus. It is claimed aisc 
that copious water-drinking causes this body to appear in tb| 
urine. By some investigators inosit is believed to occur in 
traces in normal urine. 

Experiment, 
r. Detection of Inosit. — Acidify the urine with 
trated nitric acid and evaporate nearly to dryness. Add 
few drops of NH,OH and a little CaClj solution to the moisd 
residue and evaporate the mixture to dryness. In the pres-j 
ence of inosit (o.ooi gram) a bright red color is obtained. 






LAIOSE. 

This substance is occasionally found in the urine in severe 
cases of diabetes mellitus. By some investigators laiose is 
classed with the sugars. It resembles Isevulose in that it has 
the property of reducing certain metallic oxides and is lievoro- 
tatory, but differs from Ixvulose in being amorphous, non- 
fennentable and in not possessing a sweet taste. 

MELANINS. 

These pigments never occur normally in the urine but are 
present under certain pathological conditions, their presence 
being especially associated with melanotic tumors. Ordi- 
narily the freshly passed urine is clear, but upon exposure to 
the air the color deepens and may at the last be very dark 
brown or black in color. The pigment is probably present in 
the form of a chromogen or melanogen and upon coming in 
contact with the air oxidation occurs, causing the transfor- 
mation of the melanogen into melanin and consequently the 
darkening of the urine. 

It is claimed that melanuria is proof of the formation of a 
visceral melanotic growth. In many instances, without doubt, 
urines rich in indican have been wrongly taken as diagnostic 
proof of melanuria. The pigment melanin is sometimes mis- 
taken for indigo and melanogen for indican. It is compara- 
tively easy to dififerentiale between indigo and melanin 
through the solubility of the former in chloroform. 

In rare cases melanin is found in urinary sediment in the 
form of fine amorphous granules. 

Experiments. 
I. Zeller's Test. — To jo c.c. of urine in a small beaker 
add an equal volume of bromine water. In the presence of 
melanin a yellow precipitate will form and will gradually 
darken in color, ultimately becoming black. 
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2. von Jaksch-Poliak Reaction. — Add a few 

ferric chloritle solution to lo c.c. of urine in a test-tube a 
the fomiatioTi of a g:ray colnr. L'pon tlie furtlier add 
the chloride a dark precipitate forms, consisting of ; 
phates and adhering melanin. An excess oi ferric chlori4 
causes the precipitate to dissolve. 

This is the most satisfactory test for the identiBcadon fl 
melanin in the urine. 

UROROSEIN. 

This is a pigment which is not present in normal urine li 
may be detected in the urine of various diseases, such as 
monary tuberculosis, typhoid fever, nephritis and stomach dil 
orders. Uroroscin, in common with various other piginenll 
does not occur preformed in the urine, but is present in di 
form of a chromogen, which is transfonned into the pigma 
upon treatment with a mineral acid. 

Experiments. 

1. Robin's Reaction. — Acidify lo c.c, of urine wK 
about 15 drops of concentrated hydrochloric acid. Upo 
allowing the acidified urine to stand, a rose-red color wt 
appear if urorosein is present, 

2. Nencki and Sieber's Reaction. — To loo c.c. of urine i 
a beaker add 10 c.c. of 25 per cent sulphuric acid. Allow tl 
acidified urine to stand and note the appearance of a rose-rt 
colnr, The pigment may be separated by extraction wit 
amyl alcohol. 

UNKNOWN SUBSTANCES. 

Ehrlich's Dtazo Reaction. — Place equal volumes of urin 

and Ehrlich's diazobenzenesulphonic acid reagent' in a test 

'Two separate solutions should be prepared and mixed in definite pn 

portions when needed for tise. 

(a) Five grams of sodium nitrite dissolved in 1 liter of ditilled 

(by Five grams of sulphanilic acid and 50 c.c. of hydrochloric acitl i^ 

tiler of distilled water. 
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tube, mix thoroughly by shaking and quickly add ammonium 

jhydroxide in excess. The test is positive if both the fluid and 
■the foam assume a red color. If the tube is allowed to stand 
la precipitate forms, the upper portion of which exhibits a blue, 
l-green, greenish-black or violet color. Normal urine gives a 
■brownish-yellow reaction with the above manipulation. 

The exact nature of the substance or substances upon whose 

I'presence in the urine this reaction depends is not well under- 

■ stood. Some investigators claim that a positive reaction in- 

{.dicates an abnormal decomposition of proteid material. 

i others assume it to be due to an increased excretion 

of alloxyproteic acid, oxyproteic acid or uroferric acid. 

The reaction may be taken as a metalx)lic symptom of 
certain disorders, which is of vahie diagnostically only when 
taken in connection with the other symptoms. The reaction 
appears principally in the urine in febrile disorders and in 
particular in the urine in typhoid fever, tuberculosis and 
measles. The reaction has also been obtained in the urine in 
various other disorders such as carcinoma, chronic rheuma- 
tism, diphtheria, erysipelas, pleurisy, pneumonia, scarlet fever, 
syphilis, typhus, etc. The administration of alcohol, cbrysa- 
robin, creosote, cresol, dionin, guaiacol, heroin, morphine, 
naphthalene, opium, phenol, tannic acid, etc., will also cause 
the urine to give a positive reaction. 

The following chemical reactions take place in this test : 

(n) NaNOs + HCl--HNO, + NaCl. 

NHj N 

/ / \ 

{b) CflH, -|-HN02 = CuH, N-!-2H„0. 

\ \ / 

HSO, SO3 

Solutions a and b should be preserved in well stoppered vessels and 
tnixcd in the proportion i;so when required. Green asserts that greater 
delicacy is secured by mixing the solutions in th<r proportion 1 : 100. The 
sodium nitrite deteriorates upon standing and becomes until for use in the 
course of a few weeks. 



CHAPTER XIX. 

URINE: ORGANIZED AND UNORGANIZED 

SEDIMENTS. 

The data obtained from carefully conducted microscopical 
examinations of the sediment of certain pathological urines 
are of very great importance, diagnostically. Too little em- 
phasis is sometimes placed upon the value of such findings. 



Fig. 97. 



Fig, I 




\l 



Ei.Ect»ic Centrifuge. 
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The sedimentary constituents may be divided into two 
classes, t. e., organised and unorganised. The sedtinent is 
ordinarily collected for examination by means of the centri- 
fuge (Fig. 97. above), .^n older method, and one still in 
318 
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vogue in some quarters, is the so-catled graz'ity method. This 
simply consists in placing the urine in a conical glass and 
allowing the sediment to settle. The collection of the sedi- 
ment by means of the centrifuge, however, is much preferable, 
since the process of sedimentation may be accomplished by 
the use of this instrument in a few minutes, and far more per- 
fectly, whereas when the other method is used it is frequently 
necessary to allow the urine to remain in the conical glass 
12-24 hours before sufficient sediment can be secured for the 
microscopical examination. 

(a) Unorganized Sediments. 

Ammonium magnesium phosphate f'Triple phosphate''^ 

Calcium oxalate. 

Calcium carbonate. 

Calcium phosphate. 

Calcium sulphate. 

Uric acid. 

Urates. 

Cystin. 

Cholesterin. 

Hippuric acid, 

Leucin and tyrosin. 

Hsmatoidin and bilirubin. 

Magnesium phosphate. 

Indigo. 

Xanthin. 

Melanin. 

Ammonium Magnesium Phosphate (" Triple Phos- 
phate "). — Crystals of " triple phosphate " are a characteristic 
constituent of the sediment when alkaline fermentation of the 
urine has taken place either before or after being voided. 
They may even be detected in amphoteric or slightly acid 
urine provided the ammonium salts are present in large 
enough quantity. This substance may occur in the sediment 
in two forms, t. e., prisms and the feathery type. The pris- 
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matic form of crystal (Fig. 96, p. 278) is the one most com- 
monly observed in the sediment; the feathery form ("Fig. 
96, p. 278) predominates when the urine is made aininoniacal 
with ammonia. 

The sediment of tlie urine in such disorders as are accom- 
panied by a retention of urine in the lower urinary tract con- 
tains " triple phosphate " crystals as a characteristic constit- 
uent. The crystals are frequently abundant in the sediment 
during i»araplejfi;i. clinmic cystitis, enlarged prostate and 
chronic pyelitis. 

Calcium Oxalate. — Calcium oxalate is found in the urine 
in the form of at least two distinct types of crystals, 1. c, the 
dumb-bell type and the octahedral type (Fig. 99, below). 



Fig. w 
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Calcluh OxALATt. yOgden.\ 

Either form may occur in the sediment of neutral, alkalm? 
or acid urine, but both forms are found most frequently in 
urine having an acid reaction. Occasionally, in alkaline 
urine, the octahedral form is confounded with "triple phos- 
phate" crystals. They may be differentiated from the phos- 
phate crystals by the fact that tliey are insoluble in acetic acid. 
The presence of calcium oxalate in the urine is not of itself 
a sign of any abnormality, since it is a constituent of normal 
urine. It is increased above the normal, however, in such 
pathological conditions as diabetes mellitus, in organic dis- 
eases of the li^■e^ and in various other conditions which are 
accompanied by a derangement of digestion or of the oxida- 



A 



urine: sediments. 



321 

tion meclianism, sncli as occurs in certain diseases of the 
heart and kings. 

Calcium Carbonate. — Calcium carbonate crystals form a 
typical constituent of the urine of herbivorous animals. They 
occur less frequently in human urine. The reaction of urine 
containing these crystals is nearly always alkaline, although 
they may occur in amphoteric or in slightly acid urine. It gen- 
erally crystallizes in the form of granules, spherules or dumb- 
bells (Fig. loo, below). Thecrystalsof calcium carbonate tnay 
be differentiated from calcium oxalate by the fact that they 
dissolve in acetic acid with the evolution of carbon dioxide 
gas. 

Calcium Phosphate (Stellar Phosphate). — Calcium phos- 
phate may occur in the urine in three forms, i. e., amorphous, 
granular or crystalline. The crystals of calcium phosphate 




are ordinarily pointed, wedge-shaped formations which may 
occur as individual crystals or grouped together in more or 
less regularly formed rosettes (Fig. 76, p. 193). Acid sodium 
urate crystals (Fig. 102, p. 324) are often mistaken for crystals 
of calcium phosphate. We may differentiate between these 
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two crystalline forms by the fact that acetic acid %v 
dissolve the phosphate, whereas the urate is much less soluU 
and when finally brought into solution and recrystallized on 
is frequently enabled to identify uric acid crystals whJd 
have been formed from the acid urate solution. The clinict 
significance of the occurrence of calcium phosphate crystal 
in the urinary sediment is similar to that of " triple phosphate' 
(seepage 319). 

Calcium Sulphate. — Crystals of calcium sulphate are a 
quite rare occurrence in the sediment of urine. Their pro 
ence seems to be limited in general to urines which are of I 
decided acid reaction. Ordinarily it crystallizes in the ton 
of long, thin, colorless needles or prisms (Fig. 95. page 274 
which may be mistaken for calcium phosphate crystal) 
There need be no confusion in this respect, however, sirw 
the sulphate crystals are insoluble in acetic acid which reagoi 
readily dissolves the phosphate. .A.s far as is known thd 
occurrence as a constituent of urinary sediment is of v« 
little clinical significance. 

Uric Acid. — Uric acid forms a very common constitueB 
of the sediment of urines which are acid in reaction. ^ 
occurs in more varied forms than any of the other crystaUi: 
sediments (Plate V, opposite page 247. and Fig. lor, paj 
323), some of the more common varieties of crystals bei 
rhombic prisms, wedges, dumb-bells, whetstones, prismai 
rosettes, irregular rectangular or hexagonal plates, etc. Ci 
tals of pure uric acid are always colorless (Fig. 89, page 249' 
but the form occurring in urinary sediments is impure anJ 
under the microscope appears pigmented, the depth of coloi 
varying from light yellow to a dark reddish-brown accordii 
to the size and form of the crystal. 

The presence of a considerable uric acid sediment does n( 
of necessity, indicate a pathological condition or a urine ol 
increased uric acid content, since this substance very oftefl 
occurs as a sediment in urines whose uric acid content ij 
diminished from the normal merely as a result of changes ta 
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reaction, etc. Pathologically, uric acid sediments occur in 
gout, acute febrile conditions, chronic interstitial nephritis, 
etc. If the microscopical examination is not conclusive, uric 
acid may be differentiated from other crystalline urinary sedi- 




Vakiouh Fohus of Uric Acid. 
I. Rhombic plates; 2. whelsione formi ; 3. 3, quadrate forms; 4, s- pro- 
longed into poinis ; 6, 8, rosellcs : 7. pointed bundlcB : g. barrel forms pre- 
cipitated by adding hydrochloric acid to urine. 

ments from the fact that it is soluble in alkalis, alkali carbo- 
nates, boiling glycerin, concentrated sulphuric acid and in cer- 
tain organic bases such as ethylamine and piperidin. It also 
responds to the murexid test (see page 249) and to Sehiff'= 
reaction (see page 249). 

Urates. — The urate sediment may consist of a mixture 
of the urates of ammonium, calcium, magnesium, potassium 
and sodium. The ammonium urate may occur in neutral, 
alkaline or acid urine, whereas the other forms of urates are 
confined to the sediments of acid urines. Sodium urate 
occurs in sediments more abundantly than the other urates. 
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The urates of calcium, magnesiiiiii and potassium arc : 
phous in character, whereas ihe urate of ammonium is cr>-sia 
line. Sodium urate may be either amorphous or cr>'stallinc| 
When crystalline it forms groups of fan-shaped clusters < 
colorless, prismatic needles 1 Fig. 102, Ijelow). .Ammoniuaii 
urate is ordinarily present in tlie sediment in the burr-likK 
form of the "thorn-apple" crystal, t. c, yellow or reddtsh-« 
brown spheres, covered with sharp spicules or prisms (Plate] 
\'l. op|XJsite |iage ,V4l. Tlie urates are all soluble in hydrol 




chloric acid or acetic acid and their acid solutions yield crystal 
of uric acid upon standing. They also respond to the murexld 
test. The clinical significance of urate sefiiments is very simi- 
lar to that of uric acid. ,\ considerable sediment of amor- 
phous urates does not necessarily indicate a high uric acirf 
content, but ordinarily signifies a concentrated urine havingf 
a very strong acidity. 

Cystin. — Cystin is one of the rarer of the crystalline uri: 
nary sediments. It has been claimed that it occurs more 
often in the urine of men than of women. Cystin crystal- 
lizes in the form of thin, colorless, hexagonal plates (Fig-, 32, 



urine: sediments. 



325 



p. 76, and Fig. 103, below) which are insoluble in water, alco- 
hol and acetic acid and soluble in minerals acids, alkalis and 
especially in ammonia. Cystin may be identified by burn- 
ing it upon platinum foil under which condition it does not 

melt but yields a bluish-green flame. 

Fic. 103. 
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CvsT.N. (Ofid^-r..) 

Cholesterin. — ^Cliolesterin crystals have been but rarely 
detected in urinary sediments. When present they probably 
arise from a pathological condition of some portion of the 
urinary tract. Crystals of cholesterin have been found in 
the sediment in cystitis, pyelitis, chyluria and nephritis. Or- 
dinarily it crystallizes in large r^ular and irregular colorless, 
transparent plates, some of which possess notched corners 
(Fig. 42, page 125), Frequently, instead of iKcurring in the 
sediment, it is found in the form of a film on the surface of 
the urine. 

Hippuric Acid. — -This is one of tlie rarer sediments of 
human urine. It deposits under conditions similar to tliose 
which govern the formation of uric acid sediments. The 
crystals, which are colorless needles or prisms (Fig. 92, page 
256) when pure, are invariably pigmented in a manner similar 
to the uric acid crystals when observed in urinary sediment 
and because of this fact are frequently confounded with the 
rarer forms of uric acid. Hippuric acid may be differen- 
tiated from uric acid from the fact that it does not respond 
to the murexid test and is much more soluble in water and 
in ether. The detection of crystals of hippuric acid in the 
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urine has very little clinical significance, since its presence i 
the sediment depends in most instances very greatly npon th 
nature of the diet. It is particularly prone to occur in tbi 
sediment after the ingestion of certain fniits as wdl as ai'Md 
the ingestion of Iwnzoic acid (see page 256I. 

Leucin and Tyrosin. — Leucin and tyrosin have frequent^ 
been detected in the urine, either in solution or as a sediment 
Neither of them occurs in the urine ordinarily except in ass* 
ciation with the other, i, e., whenever leticin is detected H 
is more than probable that tyrosin accompanies it. They 
have been found patliologically in the urine in acute yellow 
atrophy of the liver, in acute phosphorus poisoning, in cip- 
rhosis of the liver, in severe cases of typhoid fever and small< 
pox, and in leukaemia. In urinary sediments leucin ordi- 
narily crystallizes in characteristic spherical masses whid] 
show both radial and cniicen- 

• trie striations and are highlj 

refractive (,Fig. 104, p, 326), 
For the crystalline funn of piirt 

«^^ leucin obtained as a decompo 

^P 1^ sition product of proteid se< 

^^ Fig, 24, p. 69. Tyrosin crj-* 

^ ^^ tallizes in urinary sediments ii 

^ ^^ the well known sheaf or tuB 

• fiirmation (Fig. 23. p. 68) 

For other iC'^ts on leucin ant 
tyrosin see pages 80 to 83 
Hasmatoidin and Bilirubin. — There are divergent opirt 
ions regarding the occurrence of these bodies in urinary sedf 
ment. Each of them crystallizes in the form of tufts oi 
small needles or in the {.irm of small plates which are ordi- 
narily yellowish-red in color (Fig. 41, p. 119). Because oi 
the fact that the crystalline form of the two substances u 
identical many investigators claim them to be one and th^ 
same body. Other investigators claim, that while the crystal- 
line form is the same in each ca.se. that there are certain chem- 



iOgdeo.) 




urine: sediments. 



327 



I 



ical differences which may be brought out very strikingly by 
properly testing. For instance, it has been claimed that 
hasmatoidin may be differentiated from bilirubin through the 
fact that it gives a momentary color reaction (blue) when 
nitric acid is brought in contact with it, and further, that 
it is not dissolved on treatment with ether or potassium 
hydroxide. Pathologically, typical crystals of haematoidin 
or bilirubin have been found in the urinary sediment in jaun- 
dice, acute yellow atrophy of the liver, carcijioma of the liver, 
cirrhosis of the liver, and in phosphorus poisoning, typhoid 
fever and scarlatina. 

Magnesium Phosphate.— Magnesium phosphate crystals 
occur rather infrequently in the sediment of urine which is 
neutral, alkaline or feebly acid in reaction. It ordinarily 
crystallizes in elongated, highly refractive, rhombic plates 
which are soluble in acetic acid. 

Indigo. — Indigo crystals are frequently found in urine 
which has undergone alkaline fermentation. They result 
from the breaking down of indoxyl-sulphates or indoxyl- 
glycuronates. Ordinarily indigo deposits as dark blue stel- 
late needles or occurs as amorphous particles or broken frag- 
ments. These crystalline or amorphous forms may occur in the 
sediment or may form a blue film on the surface of the urine. 
Indigo crystals generally occur in urine which is alkaline in 
reaction, but they have been detected in acid urine. 

Xanthin. — Xanthin is a constituent of normal urine but 
is found in the sediment in crystalline form very infrequently, 
and then only in pathological urine. When present in the 
sediment xanthin generally occurs in the form of whetstone- 
shaped crystals somewhat similar in form to the whetstone va- 
riety of uric acid crystal. They may be differentiated from uric 
acid by the great ease with which they may be brought into 
solution in dilute ammonia and on applying heat. Xanthin 
may also form urinary calculi. The clinical significance of 
xanthin in urinary sediment is not well understood. 

Melanin. — Melanin is an extremely rare constituent of 
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urinary sediments. Ordinarily in melanuria the melanin i 
mains in solution; if it sq)arates it is generally held in • 
pension as fine amorphous Rranules, 

(b) Organized Sediments. 
Epithelial cells. 
Pus cells. 

Hyaline. 

Granular. 

Epithelial. 
Casts J Blood. 

Fatty. 

Waxy. 
. Pus. 
Cylindroids. 
Erythrocytes. 
Spennatozna. 
Urethral filaments. 
Tissue debris. 
Animal parasites. 
Micro-organisms. 
Fibrin. 
Foreign substances due to comaniiuatiou. 

Epithelial Cells. — The detection of a certain 
of these cells in iirinary sediment is not. of itself, a pat 
logical sign, since they occur in normal urine. However, 
certain pathological conditions ihey are greatly increased 
number, and since different areas of the urinary tract ; 
lined with different forms of epithelial cells, it becomes m 
essary, when examining urinary sediments, to note not onl 
the relative number of such cells, but at the same time 
carefully observe the shape of the various individuals 
order to determine, as far as ^xissible. from what portion 
the tract they have been derived. Since the different layei 
of the epithelial lining are composed of cells dilTerent in foi 
from those of the associated layers, it is evident that a ca 
microscopical examination of these cells may tell us the pai 
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ticular layer which is being desquamated. It is frequently a 
most difficult undertaking, however, to make a clear differen- 
tiation between the various forms of epithelial cells present 
in a sediment. If skilfully done, such a microscopical differ- 
entiation may prove to be of very great diagnostic aid. 

The principal forms of epithelial cells met with in urinary 
sediments are shown in Fig. 105, below. 




EPlTHtLlDU FROM Dl FFEBENT AREAS OF THE UklNAKV TRACT. 

0, Leucocyte (for comparison): b, renal cells; c, suiwrficial pelvic cellt ; d, 
deep pelvic cells; c, cells trom calices ; /, cells from ureter; g, g, g, g, g, squa- 
mous epithelium from the bladder; f>. h. neck-of -bladder celts; <. epithelium 
from prostatic urethra; fe, urethral cells; /. (, scaly epithelium; iii, in', cells 
frotn seminal passages ; ii. compound granule cells; o, fatty renal cell. 
(.Ogd^n.) 

Pus Cells. — Pus corpuscles or leucocytes are present in ex- 
tremely small numbers in normal urine. .\ny considerable 
increase in the number, however, ordinarily denotes a patho- 
logical condition, generally an acute or chronic inflammatory 
condition of some portion of the urinary tract. The sudden 
appearance of a large amount of pus in a sediment denotes 
the opening of an abscess into the urinary tract. Otiier form 
elements, such as epithelial celts, casts, etc., ordinarily accom- 
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panr pus corpasdes in ariturr sedinieiit and a carefol exanu- 
lution of tbcse associatc<l elements is necessarT in order to 
fonn a axmt diagnosis »s to the origin of the pus. Proteid 
b always present in onoe wfaicfa awtains pos. 
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a|i(Kaiance of maad, cokvfcss ocfis n.wyu6ol of refractive. 
£iAuular ptotinJagii, and tavr istxfaatif ^Kip^'T amadMid 
■K w ewe ite . espe d aHy if tbe s&de oowainine Aon be vi ajui e J 
d j^i ll T . Tfarranandeated (meorniorewida), tbe mxrles 
bene cksrir nsAle ooh- tqnn treatine ifae oeSs vitfa water, 
acetic add or sooK otber snttaUe ".^pl biBTOcsUcii has 
a dcoded afafae reaction, oo tbe other band, die pas csorpos- 
des an oiiea gtcady dcgenerued. Tb^ nay be seen as 
&HOUU1, ttaB^taicDt ceus., vbtcb cadufatf no g'-""'^**' stracCnre 
aad as dK p roce ss of degencratoaa "—*■■■*< the ofl c M ii iti — 
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of debris containing isolated nuclei and an occasional cell 
remains. 

It is frequently rather difficult to make a differentiation 
between pus corpuscles and certain types of epithelial cells 
which are similar in form. Such confusion may he avoided 
by the addition of iodine solution (I in KI), a reagent which 
stains the pus corpuscles a deep mahogany-brown and trans- 
mits to the epithelial cells a light yellow tint. The test pro- 
posed by Vitali often gives very satisfactory results. This 
simply consists in acidifying the urine (if alkaline) with 
acetic acid, then filtering, and treating the sediment on the 
filter paper with freshly prepared tincture of guaiac. The 
presence of pus in the sediment is indicated if a blue color is 
observed. Large numbers of pus corpuscles are present in 
the urinary sediment in gonorrhcea, leucorrhcea, chronic 
pyelitis and in abscess of the kidney. 
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Casta. — These are cylindrical fornialions, %%-hich ■ 
in the urinifernns tiihules and are forced out by the 
of the urine. They vary greatly in size but in nearly eva 
instance they possess parallel sides and rounded ends. Tl 
finding of casts in the urine is very important because of it 
fact that they generaJly indicate some kidney disorder; if afbi 
min accompanies the casts the indication is much accentuate 
Casts have Iwen classified according to their microscopical cha 
acteristics as follows: (a) Hyaline, (b) granular, (c) epl 
thelial, (rf) blood, (e) fatty, (/) waxy, (g) pus. 

(a) Hyaline Casts. — These are composed of a basic materii 
which is transparent, homogeneous and very Hg'ht in cok 
(Fig. 107, p. 330- In fact, chiefly because of these physid 




(Afler Peyer.) 



properties, they are the most difficult form of renal 1 
detect under the microscope. Freqiienily such casts are i 
pregnated with deposits of various forms such as erythroeytef 
epithelial cells, fat globules, etc., thus rendering the form 1 
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tlie cast more plainly visible. Staining is often resorted to in 
order to render the shape and character of the cast more easily 
determined. Ordinary iodine solution (I in KI) may be used 
in this connection; many of the anilin dyes are also in common 
use for this purpose, e. g., gentian-violet. Bismarck -brown, 
methylene-blue, fuchsin and eosin. Generally, but not always, 
albumin is present in urine containing hyaline casts. Hyaline 
casts are common to all kidney disorders, but occur particu- 
larly in the earliest and recovering stages of parenchymatous 
nephritis and in interstitial nephritis. 

( b) Granular Casts. — The common hyaline material is ordi- 
narily the basic substance of this form of cast. The granular 
material generally consists of albumin, epithelial cells, fat or 





CKANULAti Casts. 
Finely granular; h, coarsely 



disintegrated erythrocytes or leucocytes, the character of the 
cast varying according to the nature and size of the granules 
(Fig. io8, page 332, and Fig. log, above). Thus we have 
casts of this general type classified as fiin^ly granular and 
coarsely granular casts. Granular casts, and in particular the 
finely granular types, occur in the sediment in practically every 
kidney disorder but are probably especially characteristic of 
the sediment in inflammatory disorders. 




denotes renal kcmnib age and they are ososidcred to be 
eqiecially diaractemuc oi acute di£Fuse nephritis and acnte 
congestion of the kidne>-. 

(e) fatty Casts. — Fatt>' casts may be formed bv the deposi- 
tion of fat globules or crystals of fatty ^Stffft ^^ surface 
of a hyaline or granular cast ( Fig^. 1 1 2,^^ ~% In order to 
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constitute a true fatty cast ttie deposited material i 
the greater part of tlie surface area of the cast. Xhe f 
of fatty casts in urinary sediment indicates fatty degi 
of the kidney : such casts arc particularly characteristic of s 
acute and chronic inflammations of the kidney. 

Fic 114. 




Cyundbqius. (After Ftrytr.) 

if) Waxy Casts. — These casts possess a basic ; 
similar to that which enters into the foundation of the hyalioj 
form of cast. In common with the hyaline type they are coloi 
less, refractive bodies but differ from this form of cast in I 
ing, in general, of greater length and diameter and possessini 
sharper outlines and a light yellow color (Fig. 113, p. 335]! 
Such casts ocair in several forms of nephritis but do 
appear to characterize any particular type of the disorder * 
cept amyloid disease, in which they are rather common. 

(g) Pus Casts. — Casts whose surface is covered with ] 
cellsor leucocytes are termed piiscasts (Fig. iii,p.334, Th« 
are frequently mistaken for epithelial casts. The differentia* 
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tion between these two types is made very simple however 
by treating the cast with acetic acid which causes the nuclei of 
the leucocrtes to become plainly visible. The true pus cast is 
quite rare and indicates renal suppuration. 

Cylindroids. — -These formations may occur in normal or 
pathological urine and have no particular clinical significance. 
They are frequently mistaken for true casts, especially the hya- 
line type, but they are ordinarily Hat in structure with a rather 
smaller diameter than casts, may possess forked or branching 
ends and are not composed of homogeneous material as are the 
hyahne casts. Such " false casts " may become coated with 
urates, in which event they appear granular in stRicture. The 
basic substance of cylindroids is often the nucleo-proteid of 
the urine (see Fig. 114, page 336). 

Erythrocytes. — These form elements are present in the 
urinary sediment in various diseases. They may appear as 




the normal biconcave, yellow erythrocyte (Plate IV, opposite 
page 151) or may exhibit certain modifications in form such as 
the crenated type (Fig. 115, above) which is often seen in con- 
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centrated urine. Under different conditions they may becoi 
swollen sufficiently to entirely erase the biconcave appeaiancc 
and may even occur in the fomi of colorless spheres having 
smaller diameter than the original disc-shaped corpuscles. 
Erythrocytes are found in urinary sediment in hemorrhage of 
the kidney or of the urinary tract, in traumatic hemorrhage, 
hemorrhage from congestion and in hemorrhagic diathesis. 

Spermatozoa. — Spermatozoa may be detected in the urinary 
sediment in diseases of the genital organs, as well as after 
coitus, nocturnal emissions, epileptic and other convulsive 




Hull AM Spehmatozoa, 



attacks and sometimes in severe febrile disorders, especially in 
typhoid fever. In form tliey consist of an oval body, to which 
is attached a long, delicate tail (Fig. Ii6, alK)ve). Upon ex- 
amination they may show motility or may be motionless. 

Urethral Filaments. — These are peculiar thread-hke bodi 
which are sometimes found in urinary sediment. They may 
occasionally be delected in normal urine and pathological I v are 
found in the sediment in acute and chronic gonorrhcea and 
urethrorrhoea. The ground-substance of these urethral fila- 
ments is in part, at least, similar to that of the cylindroids (: 
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P*ge 337). The urine first voided in the morning is best 
adapted for the examination for filaments. These filaments 
may ordinarily be removed by a pipette since they are gener- 
ally macroscopic. 

Tissue Debris. — Masses of cells or fragments of tissue are 
frequently found in urinarj' sediment. Tiiey may be found in 
the sediment in tubercular affections of the kidney and urinary 
tract or in tumors of these organs. Ordinarily it is necessary 
to make a histological examination of such tissue fragments 
before coming to a final decision as to their origin. 

Animal Parasites.— The cysts, booklets and membrane 
shreds of echinococci are sometimes found in urinary sedi- 
ments. Other animal organisms which are more rarely met 
with in the urine are embryos of the Filan'a sanguinis and 
eggs of the Distoma bsmatohhtm and Ascarides. Animal 
parasites in general occur most frequently in the urine in trop- 
ical countries. 

Micro-Organisms.— Bacteria as well as yeast and moulds 
are frequently detected in the urine. Both the pathogenic and 
non-pathogenic forms of bacteria may occur. The non-patho- 
genic forms most frequently observed are micrococcus urea, 
bacillus urete, and staphylococcus ureec liqucfadcns. Of the 
pathogenic forms many have been observed, c. g.. Bacterium 
Coli, typhoid bacillus, Itibcrcle bacillus, gonococcus, bacillus 
pyocyancus and proteus vulgaris. Yeast and moulds are most 
frequently met with in diabetic urine. 

Fibrin. — Following hjematuria, fibrin clots are occasionally 
observed in the urinary sediment. They are generally of a 
semi-gelatinoiis consistency and of a very light color, and when 
examined under the microscope they are seen to be composed 
of bundles of highly refractive fibres which run parallel. 

Foreign Substances Due to Contamination.— Such for- 
eign substances as fibersof silk, linen nrwiol ; starch granules, 
hair, fat and sputum, as well as muscle fibers, vegetable cells 
and food particles are often found in the urine. Care should 
be taken that these foreign substances are not mistaken for any 
of the true sedimentary constituents already mentioned. 
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CHAPTER XX. 
URINE: CALCULI. 



Urinary calculi, also called concretions, or concrcments are 
i solid masses of urinary sediment formed in some part of the 

urinary tract. They vary in shape and size according to their 

location, the smaller calculi termed sand or graz'cl in general 

' arising from the kidney or the pelvic portion of the kidney, 

i whereas the large calculi are ordinarily formed in the bladder. 

There are two general classes of calculi as regards composition, 
i c, simple and compound. The simple form is made vip of 
but a single constituent whereas the comix^und type contains 
two or more individual constituents. The structural plan of 
most calculi consists of an arrangement of concentric rings 
about a central nucleus, the number of rings frequently being 
dependent upon the numl>er of individual constituents which 
enter into the structure of the calculus. In case two or more 
calculi unite to form a single calculus the resultant body will 
obviouslv contain as manv nuclei as there were individual 
\ calculi concerned in its construction. Under certain conditions 

1 the growth of a calculus will be princi])a11y in onlv one direc- 

tion thus preventing the nucleus from maintaining a central 
I location. The qualitative composition of urinary calculi is 

* 

dependent, in great part, u])on the reaction of the urine c, ^., 
if the reaction of the urine is acid the calculi present will bt: 
composed, in great part at least, of substances that are capable 
of depositing in acid urine. 

According to Ultzmann. out of 545 cases of urinary calcu- 
lus, uric acid and urates formed the nucleus in about 81 per 
cent of the cases ; earthy phosphates in about 9 per cent ; calcium 
oxalate in about 6 per cent : cystin in something over i per- cent, 
while in about 3 per cent of the cases some foreign body com- 
prised the nucleus. 

340 
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In the chemical examination of urinary calculi the most 
valuable data are obtained by subjecting each of the concentric 
layers of the calculus to a separate analysis. Material for ex- 
amination may be conveniently obtained by sawing the calculus 
carefully through the nucleus, then separating the various lay- 
ers or by scraping off from each layer (without separating the 
layers) enough powder to conduct the examination as outlined 
in the scheme (see page 343). 

Varieties of Caculus. 

Uric Acid and Urate Calculi. — Uric acid and urates consti- 
tute the nuclei of a large proportion (81 per cent) of urinary 
concretions. Such stones are always colored, the tint varying 
from a pale yellow to a brownish-red. The surface of such 
calculi is generally smooth but it may be rough and imeven. 

Phosphatic Calculi. — Ordinarily these concretions consist 
principally of "triple phosphate" and other phosphates of the 
alkaline earths, with very frequent admixtures of urates and 
oxalates. The surface of such calculi is generally rough but 
may occasionally be rather smooth. The calculi are somewhat 
variable in color exhibiting gray, white or yellow tints under 
different conditions. When composed of earthy phosphates 
the calculi are characterized by their friability. 

Calcium Oxalate Calculi. — This is the hardest form of 
calculus to deal with, and is rather difficult to crush. They 
ordinarily occur in two general forms, i. e., the small, smooth 
concretion which is characterized as the hemp-seed calculus 
and the medium-sized or large stone possessing an extremely 
uneven surface which is generally classed as a mulberry calcu- 
lus. This roughened surface of the latter form of calculus is 
due, in many instances, to protruding calcium oxalate crystals 
of the octahedral type. 

Calciutti Carbonate Calculi. — Calcium carbonate concre- 
tions are quite common in herbivorous animals but of exceed 
ingly rare occurrence in man. They are generally small, white 
or grayish calculi, spherical in form and possess a hard, smooth 
surface. 
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Cystin Calculi. — The cystin calculus is a rare variety of 
calculus. Ordinarily thev occur as small, smooth, oval or 
o'lindrical concretions which are white or vellow in color 
and of a rather soft consistency. 

Xanthin Calculi. — This form of calculus is somewhat more 
rare than the cystin t\T)e. The color may yar\- from white to 
brownish-yellow. Ver\" often uric acid and urates are asso- 

V m 

ciated with xanthin in this type of calculus. Upon rubbing" a 
xanthin calailus it has the property of assuming* a wax-like 
appearance. 

Urostealith Calculi. — This form of calculus is extremely 
rare. Such concretions are composed principally of fat and 
fatty acid. When moist they are soft and elastic but when 
dried they become brittle. Urostealiths are generally light in 
color. 

Fibrin Calculi. — Fibrin calculi are produced in the process 
of blood coagulation within the urinar}* tract. They fre- 
quently ocair as nuclei of other fonns of calculus. They are 
rarely found. 

Cholesterin Calculi. — An extremely rare form of calculus 
somewhat resembling the cystin t>-pe. 

Indigo Calculi — Indigo calculi are extremely rare, only 
t\yo cases haying been reported. One of these indigo calculi 
is on exliibition in the museum of Jerferson Medical College 
of Philadelphia. 

The scheme, proposed by Heller and given L-n page 343, will 
be found oi much assistance in tlie c::eni:oa! examination of 
urinary calculi. 



urine: calculi. 



On Heating the Powder on PUlinum Foil, It 



I Th« powder when Ireated with HCl 
I Does not effervesce 

The gently-heated powder with HCl 



B 




1- 


p? 


r 


Si 


ii 


S9 


It' 


S-: 








11 


is- 


ij 










g 


la 










3' 




a 




1 


tf 


s 


_s- 






Q 


1 


3 


5 






s. 


? 


§ 


s 






a 


s 




III 

S 2 






III.- 


■ iX 


■ £.5? 


u 



Wjlbaut flame 
3 ! Thepow- 



•2.3 I 



n 



The pow- 

treated with 
KOH give* 



a-r 



CHAPTER XXI. 
URINE: QUANTITATIVE ANALYSIS. 

I. Proteid. 

1. Scherer's Coagulation Method. — Tlie content of <533j 
ulabU' proteid may be accurately detennined as follows : Place 
50 c.c. of urine in a small beaker and raise the temperature 
of the fluid to about 40" C. upon a water-bath. Add dilute 
acetic acid, drop by drop, to the warm urine, to precipitate 
the proteid which will separate in a flocculent form. Care 
should be taken not to add loo much acid; ordinarily less than 
twenty drops is sufficieni. Tlietemperatureoftlie water in the 
water-bath should now be raised to the boiling-point and main- 
tained there for a few minutes in order to insure the complete 
coagulation of the proteid present. Now filter the urine 
through a previously xvashcd, dried and iccighcd filter paper, 
wash the precipitated proteid, in turn, with hot water, 95 per 
cent alcohol and with ether, and dry the paper and precipitate, 
to constant weight, in an air-bath at 110^ C Subtract the 
weight of the filter paper from the combined weight of the 
paper and precipitate and calculate tlie percentage of proteid 
in the urine specimen. 

Cakuhlimi. — ^To determine tlie percentage of proteid pres- 
ent in the urine under examination, multiply the weight of the 
precipitate, expressed in grams, by 2. 

2. Esbach's Method.— This method de|>ends upon the 
precipitation of proteid by Esbach's reagent' and the appa- 
ratus used in the estimation is Esbach's albuminometer (Pig. 
117, p. 345 >. In making a determination fill ihe albuminometer 
to the point U with urine, then introduce the reagent until the 
point R is reached. Now stopper the tube, invert it slowly 

\ grams of picric acid 



' Esbacli's reagent i 
^d 2o gram? of cilric 
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several times in order to insure the thorough mixing of the 
fluids and stand the tube aside for 24 hours, Creatinin, resin 
acids, etc., are precipitated in this method, and for this and 
other reasons it is not as accurate as the 
coagulation method. It is, however, ex- '^' "''■ 

tensively used ch'nically. 

Calculatinn. — The graduations nn tlie 
album inonieter indicate grams of protcid per 
liter of urine. Thus, if the proteid precipi- 
tate is level with the figure 3 of the gradu- 
ated scale this denotes that the urine ex- 
amined contains 3 grams of proteid to the 
liter. To express the amount of proteid in 
per cent simply move the decimal point otic 
place to the left. In the case under consider- 
ation the urine contains 0.3 per cent of 
proteid. 

II. Dextrose. 

1. Fehling's Method. — ^Place jo c.c. of 
the urine under examination in a 100 c.c. 
volumetric Hask and make the volume up to 
100 c.c. with distilled water. Thoroughly 
mix this diluted urine, by pouring it into a 
beaker and stirring with a glass rod, then 
transfer a portion of it to a burette which is 
properly supported in a clamp. 

Xow place lO c.c. of Fehling's solution' 
in a small beaker, dilute it with approxi- 
mately 40 c.c. of distilled water, heat to _ 
boiling, and observe whether decomposi- 
tion of the Fehling's solution itself has houetek. (Ogdm.} 
occurred as indicated by the production of 
a turbidity. If such turbidity is produced the Fehling's solu- 
tion is unfit for use. Clamp the burette containing the diluted 
urine immediately over the beaker and carefully allow from 0.5 

' Directions for the preparation ot Fehling's solution are given in a note 
at the bottom of page 8. 
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to I c.c. of the diluted urine to flow into the boiling Fehlif^'i 
solution. Bring the solution to the boiling-point after each 
addition of urine and continue running in the urine from the 
burette, 0.5-1 c.c. at a time, as indicated, until the Fehiing's 
solution is completely reduced, i. c. until all the cupric oxide 
in solution has been precipitated as cuprous oxide. This point 
will be indicated by the ofciP^M/i- disappearance of all blue color. 
When this end-point is reached note the number of cubic 
centimeters of diluted urine used in tlie process and calculate 
the percentage of dextrose present, in the sample of urine 
analyzed, according to the method given on page 347. 

This is a very satisfactory method, the main objection to 
its use being the uncertainty attending the determination of 
the end-reaction, i. e., the difficulty with which the exact 
point where the blue color finally disappears is noted. Sev- 
eral means of accurately fixing this point have been sug-gested 
but they are practically all open to objection. As good a 
"check" as any, perhaps, is to filter a few drops of the solu- 
tion, through a double paper, after the blue color has appar- 
ently disappeared, acidify the filtrate with acetic acid and add 
potassium ferrocyanide. If the copper of the Fehling-'s solu- 
tion has been completely reduced, there will be no color reac- 
tion, whereas the production of a brown color indicates the 
presence of unreduced copper, Harrison has recently sug- 
gested the following procedure to determine the exact end- 
point: To about I c,c. of a starch iodide solution* in a test- 
tube add 2-3 drops of acetic acid and introduce into the 
acidified mixture 1-2 drops of the solution to be tested, Utt 
reduced copper will be indicated by the production of a j 
plish-red or blue color due to the liberation of iodine. 

It is ordinarily customary to make at least three detei 

'The starch-iodide solution may be prepared as follows: Mix ai 
of starch with cold water in a mortar and pour the suspended ; 
granules into 75-100 c.c of boiling water, stirring continuously. Coot the ' 
Starch paste, add 20-25 grams of potassium iodide and dil utejb e mixture 
to 250 C.C This solution deteriorates upon standing, j 
be freshly prepared as needed. 
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iminatioiis by Fehling's method before coming to a final 
I conclusion regarding the sugar content of the urine under 
examination. 

Calculation. — Ten c.c. of Fehling's solution is completely 
reduced by 0.05 gram of dextrose. If y represents the num- 
ber of cubic centimeters of undiluted urine (obtained by 
dividing the burette reading by 10) necessary to reduce the 10 
c.c. of Fehling's solution, we have the following proportion: 

y: 0.05 :: lOO:.*- (percentage of dextrose). 

2. Purdy's Method. — Purdy's solution' is a modification 
of Fehling's solution and is said to possess greater stability 
than the latter. One of the most satisfactory points about 
the method as suggested by Furdy is the ease with which the 
exact end-reaction may be determined. In determining the 
percentage of dextrose by this method proceed as follows: 
Place 35 c.c. of Purdy's solution in a 200 c.c. Erlenmeyer 
flask and dilute the fluid with approximately two volumes of 
distilled water. Fit a cork, provided with two perforations, 
to the neck of the flask and through one perforation introduce 
the tip of a burette and through the second perforation intro- 
duce a tube bent at right angles in such a manner as to allow 
the steam to escape and keep the fumes of ammonia away 
from the face of the operator as completely as possible.^ Now 

' Purdy's solution has the following composition : 

Cupric sulphate 4-7S2 grams. 

Potassium hydroxide 23-5 grams. 

Ammonia (U. S. P., sp. gr. o.g) SStK* cc 

Glycerin 38.0 cc 

Distilled water, to make total volume 1 liter. 
In preparing the solution bring the CuSO. and KOH into solution in 
separate vessel?, mix the two solutions, cool the mixture and add the 
ammonia and glycerin. After this has been done the total volume should 
be made up to i liter with distilled water. 

Thirty-five cubic centimeters of Purdy's solution is exactly reduced by 
0.O2 gram of dextrose. 

■This side tube may also be equipped with a simple air-valve, thus 
insuring the exclusion of air and thereby contributing to the accuracy of 
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bring the solution to the boiling-point and add the urine, drop 
by drop, until the intensity of the blue color begins to diminish. 
When this point is reached add the urine somewhat ynore slnnh 
until the blue color is entirely dissipated and an absolutely 
decolorised solution remains. Take the burette reading- and 
calculate the percentage of dextrose in the urine examincil 
according to the method given below. 

Care should be taken not to boil the solution for too long 
a period, since, under these conditions, sufficient ammonia 
might be lost to allow the cuprous hydroxide, CuOH, to 
precipitate. 

Some investigators consider it to be advisable to dilute the 
urine before applying the above manipulation, but ordinarily 
this is not necessary unless the urine has a high content of 
dextrose (5 per cent or over). In this event the urine may 
be diluted with 2-3 volumes of water and the proper correc- 
tion made in the calculation. 

Calculation. — Thirty-five c.c. of Purdy's solution is com- 
pletely reduced by 0.02 gram of dextrose. If y represents 
the number of cubic centimeters of undiluted urine necessary 
to reduce 35 c.c. of Purdy's solution, we have the following 
proportion : ^ 

y : o.oj : : lOO : x (percentage of dextrose) . H 

J. Fermentation Method. — This method consists in (h^ 
measurement of the volume of CO; evolved when the dex- 
trose of the urine undergoes fermentation with yeast. Xone 
of the various methods whose manipulation is based upon this 
principle is absolutely accurate. The method in which Ein- 
hom's saccharometer (Fig. 2. page 10 1 is the apparatus em- 
ployed is perhaps as satisfactory as any for clinical purposes. 
The procedure is as follows: Place about 15 cc. ot urine in 

Uw delenninalion, inasmuch as the cuprous sails would be rcoxitfind 
upon coming' in contact with the air. If one is careful to a 
sohilion eootiniiously at the boiling-point tbroiighout the enl 
however, there is no opporlunii; for air 10 enter aixl ihercftwe a 




urine: quantitative analysis. 



349 



i. mortar, add about r gram of yeast (-h of the ordinary cake 
I of compressed yeast) and carefully crush the latter by means 
' of a pestle. Transfer the mixture to the saccharometer. Ijeing 
careful to note that the graduated tube is completely filled and 
that no air bubbles gather at the top. Allow the apparatus to 
stand in a warm place (30" C.) for 12 hours and observe the 
percentage of dextrose as indicated by ilie graduated scale of 
the in.'Jtrument. Both the percentage of dextrose and the 
number of cubic centimeters of CO™ are indicated by the 
graduations on the side of the saccharometer tuIie. 

4. Polariscopic Examination. — Before subjecting urine to 
a polariscopic examination the shghtly acid fluid should be 
decolorized as thoroughly as possible by the addition of a 
little plimibic acetate. The urine should he well stirred and 
then filtered through a filter paper which has not been pre- 
viously moistened. In this way a perfectly dear and almost 
colorless liquid is obtaineil. 

In determining dextrose by means of the polariscope it 
should lie borne in mind that this carbohydrate is often accom- 
panied by other optically active substances, such as proteids. 
lacvulose, ^-oxybutyric acid and conjugate glycuronates which 
may introduce an error into the polariscopic reading; the 
method is, however, sufficiently accurate for practical purposes. 

For directions as to the manipulation of the polariscope 
see page 1 1 . 

III. Uric Acid. 

1. Folin-Shaffer Method. — Introduce 100 c.c' of urine 
into a beaker, add 25 c.c. of the Folin-Shaffer reagent' and 

allow the mixture to stand,* without further stirring,^ until 
the precipitate has settled (5-10 minutes). Filter, transfer 






' It is preferable to use moi 
specific gravity less thaii i.ojo 

' The Folin-Shaffer reagenl 
phate. 5 grams of tiraRJum ac 
in 6,so cc of disiilled water. 

' The mixture should not be allowed to stand for too long 
this point, since uric acid may be lost through precipitation. 
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100 c.c. of the filtrate to a lieaker, add 5 c.c. of 
ammonia and allow the mixture to stand for 24 bona 
Transfer the precipitated ammnnium urate quantitatively 1 
a filter plant.' using: 10 jier cent ammonium sulpltate I 
remove the final traces of the urate from ilie beaker. Wa 
the precipitate approximately free from chlorides by mcai 
of 10 per cent ammonium sulphate solution, remove the pzp 
from the funnel, open it and by means of hot water ria 
the precipitate back into the beaker in which the urate w 
originally precipitated. The volume of fluid at this point shoii 
be about 100 c.c. CwjI the solutiun to r(.iom temperature, ai 
15 c.c. of concentrated sulphuric acid and titrate at once wi 
55 potassium permanganate, KjjMnjOg. solution. The fin 
tinge of pink color which extends throughout the fluid aiB 
the addition of tzvo drops of the permanganate solution, whi 
stirring with a glass rod. should be taken as the end-reactio 
Take the burette reading and compute the percentage of ur 
acid present in the urine under examination. 

Calculation. — Each cubic centimeter of 5*5 potassium pe 
manganate solution is equivalent to 3.75 milligrams (0.003J 
gram) of uric acid. The 100 c.c. from which the ammontui 
urate was precipitated is equivalent to only four-fifths of ti 
too c.c of urine originally taken, therefore we must tall 
five-fourths of the burette reading in order to ascertain th 
number of cubic centimeters of the permanganate solutioi 
required to titrate 100 c.c. of the original urine to the correc 
end-point. If _v represents the number of cubic centitnctcr 
of the permanaganate solution required, we may make th 
following calculation : 

y X 0.00375^ weight of uric acid in 100 c.c. of urine. 

Calculate the quantity of uric acid in the twenty-four houi 
urine specimen. 

2. Heintz Method.^ — This is a very simple method and 

was the first one in general u.se for the quantitative determi* 

' The Schleicher and Schiill hardeKed papers are the best for this pni 
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nation of uric acid. It is believed to be somewhat less accu- 
rate than the method just described. The procedure is as 
follows: Place icxj c.c. of filtered urine in a beaker, add 5 
c.c. of concentrated hydrochloric acid, stir the fluid thoroughly 
and stand it away in a cool place for 24 hours. Filter off 
the uric acid crystals upon a washed, dried and 7t:eigheJ filter 
paper and wash them with cold distilled water, a few cubic 
centimeters at a time until the chlorides are removed. Now 
wash, in turn, with alcohol and with ether and finally dry the 
paper and crystals to constant weight at 110° C. In the process 
of washing the uric acid free from chlorides an error is intro- 
duced, since everj' cubic centimeter of water so used dissolves 
0.00004 gram of uric acid. For this reason a correction is 
necessary. It has been suggested that the pigment of the 
crystals is equivalent in weight to the amount of uric acid 
dissolved by the first 30 c.c. of water, and this factor should 
be taken into account in the computation of the percentage of 
uric acid. 

Calculatiojt. — Since 100 c.c. of urine was used the cor- 
rected weight of the uric acid crystals, in grams, will express 
the /percentage of uric acid present. 



IV, Urea. 
I . Knop-Hufner Hypobromite Method (using Mar- 
shall's Urea Apparatus).— Place the thumb over the side 
opening of the bulhed-tube of the apparatus ( Fig. 118, p. 352) 
and carefully fill the Uibe with sodium hypobromite solution.' 
Close the opening in the end of the tube with a rubber 
stopper, incline the tube to allow air-bubbles to escape 

' The ingredients of the sodium hypobromite solution shoiild be pre- 
pared in the form of hvo separate solulions. Wlien needed for use mix 
equal volumes of solution a, solution b and water, 

(o) Dissolve 125 grams of sodium bromide in water, add 125 grams of 
bromine and make llie loial volume of the solution I liter. 

(b) A solution of sodium hydroxide having a specific gravity of 1.25a 
This is approximately a 22.5 per cent solution. 

Preserve both «>hilion* in riiblier- stoppered bottles. 



V 
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and finally invert tlie tube and fix the stoppered end h 
ttw sanccr-shapcd vessel. By means of the graduated pi- 
pette rapidly introduce r c.c. of urine' into tlie h\-pobromitt 
y,^ ,,g solution through the side open- 

ing of the buibe>i-Hibe. With- 
draw the pipeile ininiediaiefv 
alter the urine has l>eeii jntro- 
iliiced. When the dccomposi- 
turn of the urea is completed 
i I0-20 minutes) gently tap 
ihe Inilbed-tube with the finger 
in nnler to dislodge any gas-bub- 
bles which may have collected 
on the inner surface of the glass. 
The atmospheric pressure should 
now he equalized hy- attach- 
ing; the funnel-tube to the 
l>ulbe<i-tube at the side opening 
and introducing hypobromite 
solution into it until the columns 
of liquid in the two tubes are 
uniform in height. The gradu- 
ated scale of the bulbed-tube 
should now be read in order 
determine the number of 
cubic centimeters of nitrogen gas evolved. By means of the 
appended formula the zccight of the urea present in the urine 
under examination may be computed. 

Ciili'tihttioH.' — By properly substituting in the following 
formula the zi-dghl of urea, in grams, contained in the volume 
of urine decomposed ( i c.c. or more) may readily be deter- 
mined: 

'OnJinarily i tc. of urine is sufBcicnt: more may be used, bowrrer, if 
its conicnt of urea b very lew. 

'ao03665 = coeflicicnl of expansion of gases for I* C 354.5 = 
of cc of nitrogen gas evolved from 1 gram of urea. 




a. Bulbed mcasurinK lube; > 
sauccr-shapeij vmkI ; c. Kradualeil 
pipette: d. funnel-lube. 
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v(p-T) 



354.5 + 760(1 + 0.003665/) 

IV = weight of urea, in g^ams. 

V = observed volume of nitrogen expressed in cubic centi- 
meters. 

p r= barometric pressure expressed in mm. of mercury. 

T = tension of aqueous vapor^ for temperature t, 

f = temperature (centigrade). 

If we wish to calculate the percentage of urea we may do so 
by means of the following proportion in which y represents the 
volume of urine used and zv denotes the weight of the urea con- 
tained in the volume y : 

3?: w;:: 100: jr (percentage of urea). 

Sodium hypobromite solution may also be employed for the 
determination of urea in the apparatus devised by Hiifner 
which is pictured in Fig. 119, page 354. 

2. Knop-Hiifner Hypobromite Method (using the 
Doremus-Hinds Ureometer). — In common with the method 
already described this method depends upon the meas- 
urement of the volume of nitrogen gas liberated when the 
urea of the urine is decomposed by means of sodium hypobro- 
mite solution. The Doremus-Hinds ureometer (Fig. 120, p. 
355), is one of the simplest and cheapest forms of apparatus in 
general use for the determination of urea by the hypobromite 
process. In using this apparatus proceed as follows : Fill the 
side tube B and the lumen of the stopcock C with the urine 

*The values of T for the temperatures ordinarily met with are given 
in the following table : 

Temp. Tension Temp. Tension 

in mm. in mm. 

15** C 12.677 21^ C 18.505 

16'' C 13.519 22** C 19.675 

17** C 14.009 23** C 20.909 

18^ C 15.351 24** C 22.211 

19** C 16.345 25** C 23.582 

20° C 17.396 

24 
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under examination. Carefully wash out tube A with water 
and introduce into it sodium hypobromite solution* being care- 
ful to fill the bulb sufficiently full to prevent the entrance of air 

into the g^raduated portioa 

Fic. 119. X- 11 , / • ^ 

\o\v allow I c.c. of unnc- 

t(^ flow from tube B intc 

tube A and after the cva 

Union of gas bubbles ha: 

ceased (10-20 minutes) tak< 

the reading of the graduatet 

scale on tube A. 

In common with all othe 
methods which are base< 
upon the decompKDsition o 
urea by means of hypobro 
mite solution, this iTietho< 
is not absolutely correct. I 
is, however, sufficiently ac 
curate for ordinary clinica 
jnirposes. 

Calculation, — Observe th 
reading on the g-raduate( 
scale of tube A. This tub 
is so graduated as to rep 
resent tlie weight of urej 
in grams, p^r cubic centi 
meter of urine. If we wis 
U) omipute the perccntag 
of mca present this may b 
(lone very readily by simpl 
m< >ving tlie decimal point tic 
places to the rii^hl, c. .C-. if the reading is 0.02 gram the iirin 
contains 2 per cent (»f urea. 

M*"«»r (lirvrtion- a- to tlu- pivparatit.n «•!' thi- -Mlntion see page 351. 

■If the content «^f nroa in llie urine under examination is large, th 
urine may bo diluted witli water before determining the urea. If this i 
done it must of course be taken into consid«ration in computing the cor 
tent f)f urea. 
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3. Folin's Method. — This is one of the most accurate 
methods yet devised for the determination of urea in the urine. 
The procedure is as follows: Place 5 c.c. of urine in a 200 c.c. 
Erlenmeyer flask and add to it 
5 c.c. of concentrated hydro- 
chloric acid. 20 grams of crys- 
tallized magnesium chloride, a 
piece of paraffin the size of 3 
hazel nut and 2-3 drops of a i 
per cent aqueous solution of 
"alizarin red." Insert a Folin 
safety tube (Fig. 121, p. 356) in- 
to the neck of the flask and boil 
the mi.xture until each drop of 
reflow from the safety tube pro- 
duces a very perceptible bump: 
the heat is then reduced some- 
what and continued one hour.' 
The contents of the flask must 
not remain alkaline and to ob- 
viate this, at the first appearance 
of a reddish tinge in the contents 
of the flask a fetv drops of the 
acid distillate are shaken back 
into the flask. At the end of an 
hour the contents of the vessel 
are transferred to a 1 liter flask 
with about 700 c.c. of distilled water, about 20 c.c. of 10 
per cent potassium hydroxide or sodium hydroxide solution 
is added and the mixture distilled into a known volume of ^a 
sulphuric acid until the contents of the flask are nearly dry 
or until the di.«tillate fails to give an alkaline reaction to 
litmus, showing the absence of ammonia. The time devoted 
to this process is ordinarily about an hour. Boil the distillate 




' If low results are obtained the heating should be continued c 
Iialt hours in subseqiienl dtlcrmin.ilioos. 
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Fig. 121. 



a few moments to free it from COo, then cool and titrate the 
mixture with -j^^ sjjdium hydroxide, using '* alizarin red " as 
indicator. 

A " check " experiment should always be made to determine 
the original ammonia content of the urine and of the magne- 
sium chloride, if it is not ab- 
solutely pure, which of course 
should l>e subtracted from the 
total amount of ammonia as 
determined by the alcove process. 
The Folin method is extremely 
accurate under all conditions 
except zJioi the urine contains 
su^ar. When this is the case 
the carbohydrate and the urea 
unite, upon being heated, and 
form a very stable combination. 
For this reason the Folin method 
is not suitable for use in the 
examination of such urines. 
The best meth<.>d for use under 
such conditions is the combi- 
nation Mr)rner-Sj6qvist-Folin 
method which is given below. 
4. Morner - Sjoqvist - Folin 
Method. — As has already been 
stated in the last experiment 
this method excels the Folin 
method in accuracy only in the 
determination of urea in the 
presence of carbohydrate bodies. Briefly the procedure is as 
follows:^ Brin^^ the major portion of 1.5 grams of powdered 
barium hydroxide into solution in ^ c.c. of urine in a small 

*The original description of the method may be found in an article by 
Morner: Skandifiaz-isdics Archiv fiir riiysioIo^it\ 1903, xiv, p. 297. 
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flask, and treat the mixture with lOO c.c. of an alcohol-ether so- 
lution, consisting^ of two volumes of 97 per cent alcohol and one 
volume of ether. Stopper the flask and allow- it to stand 12-24 
hours. Filter off the precipitate, wash it with the alcohol-ether 
mixture and remove the alcohol and ether from the filtrate by 
distillation, being careful to keep the temperature of the mix- 
ture below 50" C} Treat the remaining fluid (about 25 c.c.) 
with 2 c.c. of hydrochloric acid (sp. gr. 1. 124) transfer it care- 
fully to a 200 c.c. flask and evaporate the mixture to dryness on 
a water-bath. Now add 20 grams of crystallized magnesium 
chloride and 2 c.c. of concentrated hvdrochloric acid to the 
residue and after fitting the flask with a return cooler boil the 
mixture on a wire gauze over a small flame for two hours. 
Cool the solution, dikite to 750 c.c. or to 1000 c.c. with water, 
render the mixture alkaline with potassium hydroxide or 
sodium hydroxide, distil off the ammonia and collect it in an 
acid solution of known strength. Boil the distillate to remove 
carbon dioxide, cool and titrate wdth an alkali of known 
strength.' In this method, as well as in Folin's method (see 
p. 355), correction must l3e made for the ammonia originally 
present in the urine and in the magnesium chloride. 

V. Ammonia. 

I. Folin's Method. — Place 25 c.c. of urine in an aerometer 
cylinder, 30-45 cm. in height (Fig 122, p. 358), add about one 
gram of dry sodium carbonate and introduce some crude 
petroleiim to prevent foaming. Insert into the neck of the 
cylinder a rubber stopper provided with two perforations into 
each of which passes a glass tube one of w-hich reaches below 
the surface of the liquid. The shorter tube ( 10 cm. in length) 
is connected with a calcium chloride tube filled with cotton 
and this tube is in turn joined to a glass tube extending 
to the bottom of a 500 c.c. wide mouthed flask which is 
intended to absorb the ammonia and for this purpose should 
contain 20 c.c. of -j^ sulphuric acid, 200 c.c. of distilled 

* There is some decomposition of urea at 60** C. 
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water and a few drops of an indicator {" alizarin red "V 
insure the complete absorption of l3ie ammonia tlie absor| 




flask is provided with a Folin absorption ltil>e ( Fig. i ^3, p. 359) 
which is very effective in causing the air passing from Hm 
cyhnder to come into intimate contact with the acid in the 
Ebsorption flask. In order to exclude any error due to thi 
presence of ammonia in ihe air a similar absorption apparatu! 
to the one just desdribed is attached to the other side of th« 
serometer cylinder, thus insuring the passage of ammania-fi 
air into the cylinder. With an ordinary filter pump and good 
water pressure the last trace of ammonia should be remove<3 
from the cylinder in about one and one-half hours.* Th* 
number of cubic centipieters of the j^ sulphuric acid neutral- 
ized by the ammonia of the urine may be dftennined by direct 
titration with -^j^ sodium hydroxide. 

This is one of the most satisfactory methods yet tlevised for 
the determination of ammonia. 

' With any given filler [itimp a " check " test should be made with urine 
or belter with a solution of an ammonium salt of known strength to de- 
; how long the air current must be maintained to remove all the 
jm iS c.c. of the soluliou. 
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Calculation. — Subtract the number of cubic centimelers of 
f^ sodium hydroxide used in the titration from the number of 
aibic centimeters of ^5 sulphuric acid taken. The remainder 
is the number of cubic centimeters of jtj ^^^ 

sulpluiric acid neutralised by the NIl^ of 
the urine, i c.c. of ^^ sulphuric acid is 
equivalent to Q.0017 gram of NH^. There- 
fore if y represents the volume of urine 
used in the determination and y' the mnn- 
ber of cubic centimeters of ^"j sulphuric 
acid neulralbcd by the NH^ of the uriiu% 
we have the following proportion: 

y: ioo::3'' Xo.ooi7:jr (percentageof NHj 
in the urine examined). 

Calculate the quantity of NHj in the 

twenty-fuur hour urine si>ecimeii. 

VI. Nitrogen. 

Kjeldahl Method.'— The principle of Fo"" ^As«««ioa 
this method is the conversion of the various 
nitrogenous bodies of the urine into ammonium sulphate by 
boiling with concentrated sulphuric acid, the subsequent de- 
composition of the ammonium sulphate by means of a fixed 
alkali (NaOH) and the collection of the liberated ammonia 
in an acid of known strength. Finally, this partly neutralized 
acid solution is titrated with an alkali of known strength and 
the nitrogen content of the urine under examination com- 
puted. 

The procedure is as follows: Place 5 c,c of urine in a 
200-300 c.c. long-necked, Jena glass Kjeldahl digestion tlask, 
add 20 c.c. of concentrated sulphuric acid and about 0.2 gram 
of cupric sulphate and boil the mixture for some time after 

'There are numerous modifications of the original Kjetdahl method; 
the one described here, however, has siven excellent salisfaetion and is 
recommended for the determination of Ihe nitrogen content of urine. 
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it is colorless (about one hour). Allow the flask to cool and 
transfer* the contents, by means of al)out 200 c.c. of water, 
to a 750 c.c. Jena glass distillation flask. Add a little more 
of a concentrated solution of NaOH than is necessarv 
to neutralize the sulphuric qcid' and introduce into the flask 
a little coarse pumice stone or a few pieces of granulated 
zinc, to prevent bumping, and a small piece of paraflfin to 
lessen the tendency to froth. Bv means of a safetv-tube 
connect the flask with a condenser so arranged that the de- 
livery-tube passes into a vessel containing a known volume 
(the volume used depending upon the nitrogen content of 
the urine) of ^^ sulphuric acid, using care that the end of 
the delivery-tube reaches beneath the surface of the fluid.' 
Mix the contents of the distillation flask very thoroug^hly by 
shaking and distil the mixture until its volume has diminished 
about one-half. Titrate the partly neutralized -jV sulphuric 
acid solution by means of j\ sodium hydroxide, using- congo 
red as indicator, and calculate the content of nitrogen of the 
urine examined. 

Calculation, — Subtract the number of cubic centimeters 
of y(^ sodium hydroxide used in the titration from the number 
of cubic centimeters of -|\ sulphuric acid taken/ The re- 
mainder is ecjuivalent to the number of cubic centimeters of y^ 
sulplinric acid, ncuiraWzcd by the auu^ionia of the urine. 
One c.c. of -{",, sulpluiric acid is e(juivalcnt to 0,0014 grant of 
nitroi^iii. Therefore, if y represents the volume of urine used 
in tlie deteriiiiiialion, and y' the number of cubic centimeters of 
i\ sulpluiric acid ncntraHzcd by the ammonia of the urine, we 
have the folic )\vinjj;- i)ro])ortion : 

'A very satisfactory modificatiini of this proctHliirc includes the use of a 
750 CO. tla'^k for Ix.tli tlu- (lij.jc<tittn and the distillation, thus making- unnec- 
essary any tratisfir of contents. 

* This concentrated srxlinni hydroxide s«'>luti(Mi should be prepared in 
quantity and "check" tests made to determine the vt)lumc of the solution 
necessary to neutralize the volnme (20 c.c.) of concentrated sulphuric 
acid used. 

^This (lelivcry-tuhe should he of large caliher in order to avoid the 
*' sucking hack " of the thiid. 
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y: icx)::y X o.cx)i4:.r (percentage of nitrogen in the urine 

examined). 

Calculate the quantity of nitrogen jn the twenty-four hour 

urine specimen. 

VII. Sulphur. 

I. Total Sulphates. — Folin's Method, — Place 25 c.c. of 
urine in a 200-250 c.c. Erlenmeyer flask, add 20 c.c. of dilute 
hydrochloric acid^ (i volume of concentrated HCl to 4 vol- 
umes of water) and gently boil for 20-30 minutes. To mini- 
mize the loss of water by evaporation the mouth of the flask 
should be covered with a small watch glass during the boiling 
process. Cool the flask for 2-3 minutes in running water, and 
dilute the contents to about 150 c.c. by means of cold water. 
Add 10 c.c. of a 5 per cent solution of barium chloride slowly, 
drop by drop, to the cold solution.- The contents of the flask 
should not he stirred or shaken during the addition of the 
barium chloride. Allow the mixture to stand at least one 
hour, then shake up the solution and filter it through a 
weighed Gooch crucible.^ 

Wash the precipitate of BaS04 with about 250 c.c. of cold 
water, dry it in an air-bath or over a very low flame, then 
Ignite, Vv)ol and weigh. 

* If it is desired, 50 c.c. of urine and 4 c.c. of concentrated acid may be 
used instead. 

*A dropper or capillary funnel made from an ordinary calcium chloride 
tube and so constructed as to deliver 10 c.c. in 2-3 minutes is recom- 
mended for use in addinf? the barium chloride. 

■ If a Gooch crucible is not available the precipitate of BaS04 may be 
filtered off upon a washed filter paper (Schleicher & Schiill's, No. 58(;, blue 
ribbon) and after washing the precipitate with about 250 c.c. of cold 
water the paper and precipitate may be dried in an air-bath, or over a 
low flame. The ignition may then be carried out in the usual way in the 
ordinary platinum or porcelain crucible. In this case correction must be 
made for the weight of the ash of the filter paper used. 

*Care must be taken in the ignition of precipitates in Gooch crucibles. 
The flame should never be applied directly to the perforated bottom or to 
the sides of the crucible, since such manipulation is invariably attended by 
mechanical losses. The crucibles should always be provided with lids and 
tight bottoms during the ignition. In case porcelain Gooch crucibles, 
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Calcitlalutn. — Subtract the weight of the Gooch crudl 
from the weij^ht of the crucible and the BaS04 precipitj 
to obtain the weij^ht of tlie precipitate. The weig-ht of SC 
in the vohime of urine taken mav be determined bv means 

the followinj^ proiK)rtion : 

M«.l. wt. \Vt. of Mol. Wt. 

HaSO, : l>aS04:: SO;^ :.r ( wt. of SO3 in grams), 
ppt. 

Keprcsentinj^ the weij^ht of the IU1SO4 precipitate by y a 
substituting the proj^r molecular weights, we have the folio 
ing proportion : 

231.7: v:: 7<).5 :.r ( wt. of SO., in grams in the quantity 

urine used). 

Calculate the (juantity of SO.., in the twenty-four Ik 
si)aMmen of urine. 

To express the result in pcrcctitagc of SO3 simply div: 
the value of .r. as just determined, by the quantity of ur 
used. 

J. Inorganic Sulphates. — FoHns McthoiL — Place 23 < 
(»f urine and 100 c.c. of water in a 200 J^o c.c. Krlenme^ 
tla>k and acidify the diluted urine with 10 c.c. of dilute hyd; 
chloric acid ( i v(»lume of concentrated IICl to 4 volumes 
water"). In case the urine is dilute 50 c.c. may be used inste 
of 25 c.c. and the volume of water reduced proportionate 
r>om this point proceed as indicated in the method for t 
determination (jf Total Sulphates, ])age 361. 

Calculate the (piantity of inorganic sulphates, expressed 
S(.)j:, in the twenty- four hour urine specimen. 

wliose bottom*^ are not provided with a non-perforated cap, are used, 
crucible may be placed upon the lid of an ordinary platinum cnici 
duriiij^ if;nitit>n. The lid shonld be supported on a triangle, the cruci 
placed iii)i^n the lid and the tlanie applied to the improvised bottom. Ij 
lion ^houUl be complete in 10 miniiies if no organic matter is present. 

Ml i-; considered preferable by many investigators to express all sulpl 
value> in lerms of S rather than SO3. 
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Calculatio7i. — Calculate according to the directions given 
under Total Sulphates, page 361. 

3. Ethereal Sulphates. — Folins Method. — Place 125 c.c. 
of urine in an Erlenmeyer flask of suitable size, dilute it with 
75 c.c. of water and acidify the mixture with 30 c.c. of dilute 
hydrochloric acid (i volume of concentrated HCl to 4 vol- 
umes of water). To the cold solution add 20 c.c. of a 5 per 
cent solution of barium chloride, drop by drop.^ Allow the 
mixture to stand about one hour then filter it through a dry 
filter paper.2 Collect 125 c.c. of the filtrate and boil it gently 
for at least one-half hour. Cool the solution, filter oflf the 
precipitate of BaS04, wash and ignite it according to the 
directions given on page 361. 

Calculation, — The weight of the BaSO^ precipitate should 
be multiplied by 2 since only one-half (125 c.c.) of the total 
volume (250 c.c.) of fluid was precipitated by the barium 
chloride. The remaining calculation should be made accord- 
ing to directions given under Total Sulphates, page 361. 

Calculate the quantity of ethereal sulphates, expressed as 
SO3, in the twenty- four hour urine specimen. 

4. Total Sulphur. — Osbornc-Folin Method. — Place 25 c.c. 
of urine' in a 200-250 c.c. nickel crucible and add about 3 
grams of sodium peroxide. Evaporate the mixture to a syrup 
and heat it carefully until it solidifies (15 minutes). Now 
remove the crucible from the flame and allow it to cool. 
Moisten the residue w-ith 1-2 c.c. of water,* sprinkle about 
7-8 grams of sodium peroxide over the contents of the cru- 
cible and fuse the mass for about 10 minutes. Allow the 

* Sec note (2) at the bottom of page 361. 

^This precipitate consists of the inprganic sulphates. If it is desired, 
this BaSO* precipitate may be collected in a Gooch crucible or on an 
ordinary quantitative filter paper and a determination of inorganic sul- 
phates made, using the same technique as that suggested on p. 361. In 
this way we arc enabled to determine the inorganic and ethereal sulphates 
in the same sample of urine. 

' If the urine is very dilute 50 c.c. may be used. 

*This moistening of the residue with a small amount of water is very 
essential and should not be neglected. 
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crucihle to cool for a few minutes, add about icx) c.c. of wat< 
to the contents and heat at least one-half hour, to dissc-V 
the alkali and decompose the so<lium peroxide. Next rin 
the mixture into a 400-430 c.c. Erlenmeyer flask, by mea 
of hot water, and dilute it to about 230 c.c. Heat the sol 
tion nearly to the boilin^-pnint and add concentrated hydi 
chh^ric acid slowly until the nickelic oxide, derived from t 
crucihle. is just brought into solutic^n.* A few minutes boili 
should now yield a clear solution. In case too little perox 
or too much water was added for the final fusion a cl( 
solution will not be obtained. In this event cool the soluti 
and remove the insoluble matter bv filtration. 

To the clear S()luti<»n add 5 c.c. of very dilute alcohol (ab< 
iS JO per cent) and continue the bnilinj:;^ for a few niinul 
The alcohol i> added to remove the chlorine which was font 
when the solution was acidified. Add 10 c.c. of a 10 per o 
s<.)lution of barium chloride, slowly, drop by drop," to l 
liquid. All<:>w the precipitated sohuion to stand in the C( 
tiKif Jays and then filter an<I continue the manipulation acco: 
\n^ to the direction^ jLriven under ToUil Sulphates, pajfe 3^ 

Ca!cjflati()}i--y\[{ke the calculation according- to directio 
g-jvcn under Total Sulphates, ]>. 3^>i. Calculate the qnant 
of sulpliiu-. expressed as SO.j or S, present in the twentv-fo 
hour urine ^])Lrimen. 

5. Total Sulphur. — Sodiiini HyiiroxiJc aiuf Po/assih 
Xitratr I-usitni MctJuhi. — Place 23 c.c. of urine in a sih 
cru(M"l)]c and cvapnrate to a thick syrup (»n a water-hath. A< 
K^ jL^rani^ of ^ddium ]iy(lr(»xide and 2 grams of potassiu 
nitrate to the residue and fuse tlie mass, over an alcohol tian 
until all (.>ri;anic matter has (lisai)])eared and the fuserl niixtu 
is clear. C«>"1 the mixture, transfer it to a casserole, bv mea: 
of hot water, acidify slit^hily with hydrochloric acid and eva 
orate it to (lryne>s ^n\ a water-bath. Moisten the residi 
with a few flrop^ of dilute liy<ln»chl(»ric acid and bring" it in' 

' Al)otii 18 0.0. «'f :ui«l is rcqiiircil fur 8 j^nmis of sodium peroxide. 

'Sec n«'lc (,_'» ;i! ilif Ixiii.tui of paj^i- M^\. 
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solution with hot water. Filter, heat the filtrate to boiling 
and immediately precipitate it by the addition of 10 c.c. of a 
10 per cent solution of barium chloride, adding the solution 
slowly, drop by drop. Allow the precipitated solution to 
stand 2 hours and filter while coUL Ignite, weigh and calcu- 
late according to directions given under Total Sulphates, p. 361. 

Compute the quantity of sulphur, expressed as SO3 or S, 
present in the twenty- four hour urine specimen. 

6. Total Sulphur. — Sherman's Compressed Oxygen 
Method} Evaporate as much urine on an absorbent filter 
block^ at 60° C. as the block will convenientlv absorb and burn 
the block so prepared in a bomb-calorimeter^ using 25-30 
atmospheres of oxygen. Connect the bomb with a wash-bottle 
containing water, and allow the gas to bubble through the 
liquid until the high pressure w-ithin the apparatus has been 
reduced to atmospheric pressure. Now open the bomb and 
thoroughly rinse the interior, using water from the wash- 
bottle for the first rinsing. Dissolve any ash found in the com- 
bustion capsule in hydrochloric acid and add this solution to the 
main solution. Evaporate to 150 c.c, filter and cool the filtrate. 
Add 10 c.c. of a 5 per cent solution of barium chloride to the 
cold filtrate, slowly, drop by drop.* The contents of the flask 
should not be stirred or shaken during the addition of the 
barium chloride. Allow the mixture to stand at least one hour, 
then shake up the solution and filter it through a weighed 
Gooch crucible. Manipulate the precipitate of BaS04 accord- 
ing to directions given under Total Sulphates, page 361. 

Calculate the quantity of sulphur, expressed as SO3 or S, 
present in the twenty-four hour urine specimen. 

* Sec Sherman's Organic Analysis, p. I9- 

'Only a small amount of urine should be added at one time, it being 
necessary to make several evaporations before the block contains sufficient 
urinary residue to proceed with the combustion. 

*The Berthclot-Atwater apparatus (Fig. 124, page 366) is well adapted 
to this purpose. 

* See note (2) at the bottom of page 361. 
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A. Strul cup oi bomb proper; C. colidi ui irUi.-! , Li, opi:iiuiG throng 1 
oxygen is forced into the bomb ; H and I', inaulaled wires wliich serve ut el 
an electric current for igniling the subsinnce which it held in the small «■ 
L. ■ ilirrer which serves to keep the water surroundiu^r the l>omb tn ntotil 
insure! the cqualiiation of temperature : P, a delicate ihermanieler whi^ 
(he rise in temperature of the water surroundinK the bomh. 
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VIII. Phosphorus. 

1. Total Phosphates. — Uranium Acetate Method, — To 50 
c.c. of urine in a small beaker or Erlenmeyer flask add 5 c.c. of 
a special sodium acetate solution^ and heat the mixture to the 
boiling-point. From a burette, run into the hot mixture, drop 
by drop, a standard solution of uranium acetate^ until a precipi- 
tate ceases to form and a drop of the mixture when removed 
by means of a glass rod and brought in contact with a drop 
of a solution of potassium ferrocyanide on a porcelain test- 
tablet produces instantaneously a brownish-red coloration.* 
Take the burette reading and calculate the P2O5 content of the 
urine under examination. 

Calculation. — Multiply the number of cubic centimeters of 
uranium acetate solution used by 0.005 ^^ determine the num- 
ber of grams of P2O5 in the 50 c.c. of urine used. To express 
the result in percentage of PoOg multiply the value just ob- 
tained by 2, e, g,, if 50 c.c. of urine contained 0.074 gram of 
P2O5 it would be equivalent to 0.148 per cent. 

Calculate, jn terms of P2O5, the total phosphate content of 
the twenty-four hour urine specimen. 

2. Earthy Phosphates. — To 100 c.c. of urine in a beaker 

* The sodium acetate solution is prepared by dissolving 100 grams of 
sodium acetate in 800 c.c. of distilled water, adding 100 c.c. of 30 per cent 
acetic acid to the solution and making the volume of the mixture up to 
I liter with water. 

'This uranium acetate solution may be prepared by dissolving 35.461 
grams of uranium acetate in one liter of water. One c.c. of such a solu- 
tion should be equivalent to 0.005 gram of P2O5, phosphoric anhydride. 
This solution may be standardized as follows : To 50 c.c. of a standard 
solution of disodium hydrogen phosphate, of such a strength that the 50 
c.c. contains o.i gram of PaOe, add 5 c.c. of the sodium acetate solution, 
mentioned above, and titrate with the uranium solution to the correct 
end-reaction as indicated in the method proper. Inasmuch as i c.c. of 
the uranium solution should precipitate 0.005 gram of P3O5, exactly 20 c.c. 
of the uranium solution should be required to precipitate 50 c.c. of the 
standard phosphate solution. If the two solutions do not bear this rela- 
tion to each other they may be brought into proper relation by diluting 
the uranium solution with distilled water or by increasing its strength. 

^ A 10 per cent solution of potassium ferrocyanide is satisfactory. 
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add an excess of ammonium hydroxide and allow the mixtiir 
to stand 12-24 Iiours. Under these conditions the phosphori 
acid in combination Nvith the alkaline earths, calcium and mag 
iiesium, is precipitated as phosphates of these metals. Co 
lect the precipitate on a filter paper and wash it with vcr 
dilute ammonium hydroxide. Pierce the paper, and remo\ 
the precipitate by means of hot water. Bring the phosphat< 
into solution by adding a small amount of dilute acetic aci 
to the warm solution. Make the volume up to 50 c.c. wit 
water, add 5 c.c. of sodium acetate solution and determir 
the PoOs content of the mixture according to the directior 
given under the previous method. 

Calculation. — Multiply the number of cubic centimeters r 
uranium acetate solution used by 0.005 ^^ determine the nun 
her of f^rams of PoOjv in the 100 c.c. of urine used. Sine 
100 c.c. of urine was taken this value also expresses the f^a 
ccntage of P0O5 present. 

Calculate the quantity of earthy phosphates, in terms c 
PoOg, present in the twenty-four hour urine specimen. 

'Y\\e quantity of phosphoric acid present in combinatio 
with the alkali metals may be determined by subtracting th 
content of earthy phosphates from the total phosphates. 

3. Total Phosphorus. — Sodium Hydroxide and Potassiuh 
Nitrate Fusion Method. — Place 25 c.c. of urine in a larg 
silver crucible and evaporate to a syrup on a water-bath. Adc 
10 t^ranis of XaOI I and 2 grams of KNO3 to the residue an( 
fuse tlie mass until all (organic matter has disappeared and th( 
fused mixture is clear. Cool the mixture, transfer it to a 
casserole by means of hot water, acidify the solution slightly 
with pure nitric acid and evaporate to dryness on a water-bath, 
Moisten the residue with a few drops of dilute nitric acid, dis- 
solve it in hot water and transfer to a beaker. Now add an 
e([ual volume of niolybdic solution^ and keep the mixture at 
40"^ C. for twenty-four hours. Filter off the precipitate, wash 
it with dilute molybdic s<>lution and dissolve it in dilute am- 

' Directions for the preparation of the sulutinn are given on pag^e 37. 
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monia. Add dilute hydrochloric acid to the solution, being 
careful to leave the solution distinctly ammoniacal. Magnesia 
mixture^ (10-15 c.c.) should now be added and after stirring 
thoroughly and making strongly ammoniacal with concentrated 
ammonia the solution should be allowed to stand in a cool 
place for twenty-four hours. Filter off the precipitate, wash 
it free from chlorine by means of dilute ammonia (1:5), dry, 
incinerate and weigh, as magnesium pyrophosphate, Mg2P207, 
in the usual jiianner. 

In this method the phosphoric acid of the urine is precipitated 
as ammonium magujcsimn phosphate and in the process of in- 
cineration this body is transformed into magnesium pyrophos- 
phate. 

Calculation. — The quantity of phosphorus, expressed in 
terms of P0O5, in the volume of urine taken may be determined 
by means of the following proportion : 

Mol. wt. Wt. of Mol. wt. 

MgoPoO^ : MgoPaOj : : P2O5 : x (wt. of PgOg in grams). 

ppt. 

If 3; represents the weight of the Mg2P207 precipitate and 
we make the proper substitutions we have the following pro- 
portion : 

221. 1 :y:: 140.9 :,r (wt. of P2O5, in grams, in the quantity of 

urine used). 

To express the result in percentage of P2O5 simply divide 
the value of x, as just determined, by the quantity of urine used. 

IX. Creatinin. 

Folin's Colorimetric Method. — This method is based upon 
the characteristic property possessed alone by creatinin, of 
yielding a certain definite color-reaction in the presence of 
picric acid in alkaline solution. The procedure is as follows : 

* Directions for the preparation of magnesia mixture may be found on 
page 270. 

25 
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Place to c.c. o£ urine in a 500 c.c. volumetric flask, add rg c-C. 
of a saturated solution of picric acid and ^ c.c. of a 10 per cent 
solution of sodium hydroxide and allow the mixture to stand 
for 5-6 minutes. During this interval pour a little .? potas- 
sium bichromate solution' into each of the two c\iinders of 
the colorimeter (Duboscq's) and carefully adjust the depth of 
the solution in one of the cylinders to the 8 mm. mark. A few 
preliminary colorimetric readings may now he made with the 
solution in the other cylinder, in order to insure greater accu- 
racy in the subsequent examination of the solution of unkjiomi 
strength. Obviously the two solutions of potassium bichromate 
are identical in color and in their examination no two readings 
should differ more than 0.1-0.2 mm. from the inie value 
(8 mm.). Four or more readings should be made in each case 
and an average taken of all of them exclusive of the first read- 
ing, which is apt to be less accurate than the succeeding- read- 
ings. In time as one becomes proficient in the technique it is 
perfectly safe to take the average of the firsi hco reatiiugs. 

At the end of the 5-6 minute interval already mentioned, the 
contents of the 500 c.c. 6ask are diluted to the 500 c.c. tnark, 
the bichromate solution is thoroughly rinsed out of one of the 
cylinders with the solution thus prepared and a number of 
colorimetric readings are immediately made. 

Ordinarily 10 c.c. of urine is used in the determination j 
this method but if the content of creatinin is above 15 mg. i 
below 5 mg, the determination should be repeated with 3 
volume of urine selected according to the content of creatin; 
This variation in the volume of urine according to the contei 
of creatinin is quite essential since the method loses in accuracy 
when more than 15 mg. or less than 5 mg. of creatinin is pres- 
ent in the solution of unknown strength. 

Calculation. — By experiment it has been determined I 
10 mg. of pure creatinin, when brought into solution and ( 
luted to 500 c.c. as explained in the above method, yields a"" 
mixture 8.1 mm. of which possesses the same colorimetric 
ihromate I0 ihe liter.. 
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value as 8 mm. of a 5 solution of potassium bichromate. 
Bearing this in mind the computation is readily made by means 
of the foSlowing proportion in which _v represents the number 
of mm. of the solution of unknown strength equivalent to the 
8 mm. of the potassium bichromate solution : 

y.S.j;: io:x (mgs, of creatinin in the quantityof urine used). 

This proportion may be used for the calailation no matter 
what volume of urine (5, 10 or 15 c.c.) is used in the deter- 
mination. The 10 represents 10 mg. of creatinittj v/\\\ch gives 
a color equal to 8.1 inm., whether dissolved in 5, 10 or 15 c.c, 
of fluid. 

Calculate the quantity of creatinin in the twenty-four hour 
urine specimen. 

X. Chlorides. 

I. Mohr's Method. — To loc.c.ofurine in a small platinum 
or porcelain crucible or dish add about 2 grams of chlorine- free 
potassium nitrate and evaporate to dryness at 100° C. (The 
evaporation may be conducted over a low flame provided care 
is taken to prevent loss by spurting.) By means of crucible 
tongs hold the crucible or dish over a free flame until all car- 
bonaceous matter has disappeared and tJie fused mass is slightly 
yellow in color. Cool the residue somewhat and bring it into 
solution in a small amount (15-25 c.c.) of distilled water acidi- 
fied with about 10 drops of nitric acid. Transfer the solution 
to a small beaker, being sure to rinse out the crucible or dish 
very carefully. Test the reaction of the fluid, and if not 
already acid in reaction, to litmus, render it slightly acid with 
nitric acid. Now neutralize the solution by the addition of 
calcium carbonate in substance,' add 2-5 drops of neutral 
potassium chromate solution to the mixture and titrate with a 
standard argentic nitrate solution.^ 

'The cessation of effervescence and the presence of some undecomposed 
calcium carbonate at the bottom of the vessel are Ihc indications of neiitral- 
iiaiion. 

'Standard argentic nitrate soUition may be prepared by dissolving 
ig.ofio grams of argentic nitrate in i liter of distilled w.iier. Each cubic 
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This standard solution should be run in from a burette 
stirring the liquid in the beaker after each addition. . The end 
reaction is reached when the yellow color of the solutioi 
changes to a slight orauf^c-rcd. At this point take the buret! 
reading and comjnite the percentage of chlorine and sodiur 
chloride in the urine examined. 

Calculation. — Since i c.c. of the standard argentic nitrat 
solution is equivalent to o.oio gram of sodium chloride, t 
obtain the iceight, in grams, of the sodium chloride in the i 
c.c. of urine used multiply the number of cubic centimeters c 
standard solution used by o.oio. If it is desired to express tl 
result in percentage of sodium chloride move the decimal poii 
one place to the right. 

To obtain the 7ceight, in grams, of the chlorine in the lo c. 
of urine used multiply the numl^r of cubic centimeters c 
standard solution used by 0.006, and if it is desired to exprei 
the result in percentage of chlorine move the decimal point op\ 
place to the right. 

Calculate the ([uantity of sodium chloride and chlorine i 
the twenty- four hour urine y)ecimen. 

2. Volhard-Amold Method.— Place 10 c.c. of urine in 
looc.c. v(»lumetric rtask,a(I(l JO- ^odrops of nitric acid (sp. o- 
1.2) and 2 c.c. of a cold saturated solution of ferric alum. ] 
necessary, at this point a few drops of an 8 per cent solutio 
of potassium permanganate may be added to dissipate the re 
color. Now slowly run in the standard argentic nitrate* solii 
tion (20 c.c. is ordinarily used) until all the chlorine has bee: 
precipitated and an excess of the argentic nitrate solution i 
present, continually shaking the mixture during the additioi 
of the standard solution. Allow the flask to stand 10 minutes 
then fill it to the 100 c.c. graduation with distilled water am 
thoroughly mix the contents. Now filter the mixture througl 
a dry filter paper, c(^llect 50 c.c. of the filtrate and titrate it witF 

centimeter of this solution is equivalent to o.oio gram of sodium chlorid< 
or to 0.006 gram of chlorine. 

'See note (2) at the hottoni of page 371. 
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Standardized ammonium sulphocyanrde solution.^ The first 
permanent tinge of brown indicates the end-point. Take 
the burette reading and compute the weight of sodium chlo- 
ride in the lo c.c. of urine used. 

Calculation. — The number of cubic centimeters of am- 
monium sulphocyanide solution used indicates the excess of 
standard argentic nitrate solution in the 50 c.c. of filtrate 
titrated. Multiply this reading by 2, inasmuch as only one- 
half of the filtrate was employed, and subtract this product 
from the number of cubic centimeters of argentic nitrate 
(20 c.c.) originally used, in order to obtain the actual number 
of cubic centimeters of argentic nitrate utilized in the precipi- 
tation of the chlorides in the 10 c.c. of urine employed. 

To obtain the weight, in grams, of the sodium chloride in the 
10 c.c. of urine used multiply the number of cubic centimeters 
of the standard argentic nitrate solution, actually utilized in 
the precipitation, by o.oio. If it is desired to express the re- 
sult in percentage of sodium chloride move the decimal point 
otte place to the right. 

In a similar manner the weight, or percentage of chlorine 
may be computed using the factor 0.006 as explained in 
Mohr's method, page 371. 

Calculate the quantity of sodium chloride and chlorine in 
the twenty-four hour urine specimen. 

*This solution is made of such a strength that i c.c. of it is equal to 
I c.c. of the standard argentic nitrate solution used. To prepare the solu- 
tion dissolve 12.9 grams of ammonium sulphocyanide, NH4SCN, in a 
little less than a liter of water. In a small flask place 20 c.c. of the 
standard argentic nitrate solution, 5 c.c. of the ferric alum solution and 
4 c.c. of nitric acid (sp. gr. 1.2), add water to make the total volume 100 
c.c. and thoroughly mix the contents of the flask. Now run in the ammo- 
nium sulphocyanide solution from a burette until a permanent brown tinge 
is produced. This is the end-reaction and indicates that the last trace 
of argentic nitrate has been precipitated. Take the burette reading and 
calculate the amount of water necessary to use in diluting the ammonium 
sulphocyanide in order that 10 c.c. of this solution may be exactly equal 
to ID c.c. of the argentic nitrate solution. Make this dilution and titrate 
again to be certain that the solution is of the proper strength. 
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XI. Acetone. 

Messinger-Huppert Method. — Place lOO c.c. of urine i 

'f a distillation flask and add 2 c.c. of 50 per cent acetic aci( 

' Connect the flask with a condenser, properly arrang-e a n 

ceiver, attach a terminal series of bulbs containing- water an 
distil over about nine-tenths of the urine mixture. Remove th 
receiver, attach another and subject the residual portion of th 
mixture to a second distillation. Test this fluid for acetor 
and if the presence of acetone is indicated add about 100 c* 
of water to the residue and again distil. Treat the unite 
^ acetone distillates with i c.c. of dilute (12 f)er cent) su 

phuric acid and redistil, collecting this second distillate in 
glass-stoppered flask. During distillation, however, the glas 
, stopper is replaced by a cork with a double perforation, th 

glass tube from one perforation passing to the condensei 
while the bulbs containing water, before-mentioned, are a1 
tached by means of the tube in the other perforation. Allo^ 
the distillation pn^css to proceed until practically all of th 
fluid has passed over, then remove the receiving flask an 
insert the glass stopper. Xow treat the distillate carefull 
with 10 c.c. of a ^^ solution of iodine and add sodium hydroxid 
solution, drop by drop, until the blue color is dissipated an 
the iodoform preci[)itates. Stopper the flask and sliake i 
for about one minute, acidify the solution with concentrate 
hydrochloric acid, and note the producti^m of a brown colo 
if an excess of iodine is present. In case there is no sucl 
excess, the solution should be treated with -{^0 iodine solutioi 
until an excess is obtained. Retitrate this excess of iodint 
with ■j'o sodium thiosulphate solutit)n until a light yellow coloi 
is observed. At this point a few cubic centimeters of starcl 
' paste should be added and the mixture again titrated unti 

no blue col(jr is visible, 'i'his is the end-reaction. 

CalcuUit'uni. — Subtract the number of cubic centimeten 
of y",) thiosulphate "Solution used from the volume of ~y^ iodim 
solution employed. Since i c.c. of the iodine solution is 
equivalent to 0.967 milligrams of acetone, and since i c.c. ol 
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the thiosulphate solution is equivalent to i c.c. of the iodine 
solution, if we multiply the remainder from the above sub- 
traction by 0.967 we will obtain the nunilwr of milligrams of 
acetone in the 100 c.c. of urine examined. 

Calculate the quantity of acetone in the twenty-four hour 
urine specimen. 



XII. /J-Oxybutyric Acid. 

I. Darmstadter's Method. — This method is based on the 
fact that crotonic acid is formed from j8-oxybutyric acid 
under the influence of concentrated mineral acids. The 
method is as follows: Render 100 c.c. of urine slightly alka- 
line with sodium carbonate and evaporate nearly to dryness 
on a water-bath. Dissolve the residue in 150-200 c.c. of 
50-55 per cent sulphuric acid, transfer the acid solution to 
a one liter distillation flask and connect it with a condenser. 
Through the cork of the flask introduce the stem of a drop- 
ping funnel containing water. Heat the flask gently until 
foaming ceases, then use a full flame and distil over about 
300-350 c.c. of fluid, keeping the volume of liquid in the dis- 
tillation fiask constant by the addition of water from the 
dropping funnel as the distillate collects. Ordinarily it will 
take about 2-2}^ hours to collect this amount of distillate. 
Extract the distillate two or three times with ether in a sepa- 
ratory funnel, evaporate the ether and heat the residue at 
160° C. for a few minutes to remove volatile fatty acids. 
Dissolve the residue in 50 c.c. of water, filter and titrate this 
aqueous solution of crotonic acid with y^ sodium hydroxide 
solution, using phenolphthalein as indicator. 

Calculation. — -One c.c. of ^0 sodium hydroxide solution 
equals 0.0086 gram of crotonic acid,' I part of crotonic acid ■ 
equals 1.21 part of ^-oxybutyric acid, and i c.c. of -jb sodium 
hydroxide solution equals 0.01041 gram of ^-oxybutyric acid. 
To compute the quantity of ^-oxybutyric acid, in grams, mul- 
tiply the number of cubic centimeters of {-ji sodium hydroxide 
solution used by o.O!04i. 
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2. Bergell's Method. — Render 100-300 c.c. of sugar- free* 
urine slightly alkaline with sodium carbonate, evaporate the 
alkaline urine to a syrup on a water-bath, cool the s>Tup, 
rub it up with syrupy phosphoric acid (being careful to keep 
the mixture cool), 20-30 grams of finely pulverized, anhydrou; 
cupric sulphate and 20-25 grams of fine sand. Mix the mas; 
thoroughly, place it in a paper extraction thimble^ and extrac 
the dry mixture with ether in a Soxhlet apparatus (Fig. 12; 
page 380). Evaporate the ether, dissolve the residue in abou 
25 c.c. of water, decolorize the fluid with animal charcoal, i 
necessary, and determine the content of i^-oxybutyric acid bi 
a polarization test. 

3. Boekelman and Bouma's Method. — Place 3^ c.c. o 
urine in a flask, add 25 c.c. of 12 per cent sodium hydroxide 

' and 25 c.c. of benzoyl chloride, stopper the flask and shake i 

vigorously for three minutes under cold zvatcr. Remove th< 
clear fluid by means of a pipette, filter it and subject it to < 
polarization test. Through the action of the benzoyl chloridt 
all the kcvorotatory substances except )8-oxybutyric acid wil 
have been removed and the Irevorotation now exhibited b^ 
the urine will be due entirely to that acid. 

XIII. Acidity. 

Folin's Method. — Tlie total acidity of urine may be deter- 
mined as follows: IMace 25 c.c. of urine in a 200 c.c. Krlen- 
meyer flask and add 15-20 grams of finely pulverized potas- 

j Slum oxalate and 1-2 drops of a i per cent phenolphthaleir 

solution to the fluid. Sliake the mixture vigorously for 1—^ 

! minutes and titrate it immediately with y\ sodium hydroxide 

until a permanent faint pink coloration is produced. Take 

• « the burette reading and calculate the acidity of the urine imdei 

examination. 

I Calciilaliini. — If y represents the number of cubic centi- 

i * If suS'ir is present it must be removed by fermentation. 

*Tlie Schleicher and Schiill fat-free extraction thimble is very satis- 
factory. 
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meters of y^ sodium hydroxide used and y' represents the 
volume of urine excreted in twenty-four hours, the total 
acidify of the twenty-four hour urine specimen may be cal- 
culated by means of the following proportion : 

25 : V : : v' : .r (acidity of 24-hour urine expressed in cubic centi- 
meters of Y^ sodium hydroxide). 

Each cubic centimeter of y^ sodium hydroxide contains 
0.004 gram of sodium hydroxide and this is equivalent to 
0.0063 gram of oxalic acid. Therefore, in order to express 
the total acidity of the twenty-four hour urine specimen in 
equivalent grams of sodium hydroxide, multiply the value of 
X, as just determined, by 0.004, or multiply the value of .r by 
0.0063 if it is desired to express the total acidity in grams of 
oxalic acid. 

XIV. Purin Bases. 

Salkowski's Method. — Place 400-600 c.c. of proteid- 
free urine in a beaker. Introduce into another beaker 30-50 
c.c. of an ammoniaca) silver solution^ with 30-50 c.c. of mag- 
nesia mixture,^ add some ammonium hydroxide and if nec- 
essary some ammonium chloride to clear the solution. Now 
add this solution to the urine, stirring continually with a glass 
rod, and allow the mixture to stand for one-half hour. Col- 
lect the pfecipitate on a filter paper, wash it with dilute am- 
monium hydroxide and finally wash it back into the original 
beaker. Suspend the precipitate in 600-800 c.c. of water, add 
a few drops of hydrochloric acid and decompose it by means 
of hydrogen sulphide. Now heat the solution to boiling, 
filter while hot and evaporate the filtrate to dryness on a 
water-bath. Extract the residue with 20-30 c.c. of hot 3 
per cent sulphuric acid and allow the extract to stand twenty- 
four hours. Filter off the uric acid, wash it, make the filtrate 

' Prepared by dissolving 26 grams of silver nitrate in about 500 c.c. of 
water, adding enough ammonium hydroxide to redissolve the precipitate 
v/hich forms upon the first addition of the ammonia and making the 
balance of the mixture up to i liter with water. 

^ Directions for preparation may be found on page 270. 
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amnioniacal and precipitate the purin bases ag^ain with silvc 
nitrate. Collect this precipitate on a small-sized chlorine-tn 
filter paper, wash, dry and incinerate it in the usual mannc 
Now dissolve the ash in nitric acid and titrate with amnionitB 
sulpbocyanide according to the Volhard- Arnold method (sec 
372). Calculate the content of purin bases in the urine exar 
ined, bearing in mind that in an equal mixture of the silv 
salts of the purin bases, such as we have here, one part of s 
ver corresiX)nds to 0.277 gram of nitrogen or to 0.7381 gra 
of the bases. 

XV. OxaUc Acid. 

Salkowski-Autenrieth and Barth Method. — nace tl 

twenty- four hour urine specimen in a precipitating^ jar, ac 
an excess of calcium chloride, render the urine strong'ly ar 
moniacal, stir it well and allow it to stand 18—20 hour 
Filter off the precipitate, wash it with a small amount ( 
water and dissolve it in about 30 c.c. of a hot 15 per cci 
sc»lution of hydrochloric acid. By means of a separatoi 
funnel extract the solution with 150 c.c. of ether which coi 
tains 3 per cent of alcohol, repeating the extraction four c 
five times with fresh portions of ether. Unite the ethere 
extracts, allow them to stand for an hour in a flask and the 
filter through a dry filter j)aper. Add 5 c.c. of water to th 
filtrate, to i)rcvent the formation of diethyl oxalate when tl: 
solution is heated, and distil off the ether. If necessar 
dec(»lorize the licjuid with animal charcoal and filter. Cor 
centrate the filtrate to 3 3 c.c, add a little calcium chlorid 
solution, make it amnioiiiacal and after a few minutes rendc 
it slightly acid with acetic acid. Allow the acidified solutio 
to stand several hours, collect the precipitate of calcium oxs 
late on a washed lilter [)aper,^ wash, incinerate strongly (t 
CaO) and wei.i^di in the usual manner. 

Calculation. — Since ^() parts of C'aO are equivalent to 9 
parts of oxalic acid, the (luantity of oxalic acid in the voluni 

^ Schleicher and Schiill, No. 589, is satisfactory. 
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of urine taken may be determined by multiplying the weight 
of CaO by the factor 1.6071. 

XVI. Total Solids. 

1. Drying Method. — Place 5 c.c. of urine in a weighed 
shallow dish, acidify very slightly with acetic acid (1-3 
drops) and dry it in vacuo in the presence of sulphuric acid, 
to constant weight. Calculate the percentage of solids in the 
urine sample and the total solids for the twenty-four hour 
period. 

Practically all the methods the technique of which includes 
evaporation at an increased temperature, either under atmo- 
spheric conditions or in vacuo are attended with error. 

2. Calculation by Long's Coefficient. — The quantity of 
solid material contained in the urine excreted for any twenty- 
four hour period may be approximately computed by multi- 
plying the second and third decimal figures of the specific 
gravity by 2.6. This gives us the number of grams of solid 
matter in one liter of urine. From this value the total solids 
for the twenty- four hour period may easily be determined. 

Calculation, — If the volume of urine for the twenty-four 
hours was 1120 c.c. and the specific gravity 1.018, the calcu- 
lation would be as follows : 

(a) 18 X 2.6 = 46.8 grams of solid matter in i liter of urine. 

.,. 46.8 X 1 120 ,., ^^ . - 

(c?) = 52.4 grams solid matter m 1120 c.c. of 

urine. 

Long's coefficient was determined for urine whose specific 
gravity was taken at 25° C. and is probably more accurate, 
for conditions obtaining in America, than the older coefficient 
of Haeser, 2.33. 



A lactometer 



CHAPTER XXII. 

QUANTITATIVE ANALYSIS OF MILK. GASTRII 
JUICE AND BLOOD. 

(a) Quantitative Analysis of Milk. 

I. Specific Gravity. — This may be detemiined convi 

niently by means of a Soxhlet, \'eitli or Quevenne lactonwU 

i 32" denotes a specific gravity 1 

1 .032. Tlie determinatio 

shoukl be made at about Go^ '. 

and the lactometer reading- cu 

reeled by adding or siibtractii 

0.1 for every degree F. alx' 

or l>elow tbat temperature. 

J. Fat.— («) Aiitnns' Pap 
Ceil Method. — Introduce ab<* 
5 c.c. of milk into a sinall beakt 
qnickly ascertain the weig 
to centigrams, stand a fat-fr 
coil' in the l>eaker and incli 
the vessel luid rotate the coil 
order to hasten the ahsorptii 
of the milk. Immediately upi 
I h e o .niplcte absorption 
the milk remove the coil ai 
afiain quickly ascertain t 
weight of tlic l)e:Lker. The di 
ference in the weights of t1 
Ijcakcr at the two weighings re 
regents iJic quantity of mi 
absorbed by ihc coil. Dry tl 
ciiil carefully at a temperatu 
beliiw 100 C. and extract 
with ether for 3-5 hours in 
11 II fact 11 u'd by Schleicher and SchiilL 
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Soxlilet apparatus (Fig. 125, p. 380), using a safety water-bath, 
Heat the flask containing the fat to constant weight at a 
temperature below 100'^ C. 

Calculation. — Divide the weight of fat, in grams, by the 
weight of milk, in grams. The quotient is the percentage of 
fat contained in the milk examined. 

(b) Approximate Determination by Fescr's Lactoscope, — 
Milk is opaque mainly because of the suspended fat globules 
and therefore by means of the estimation of this 
opacity we may obtain data as to the approximate 
content of fat. Feser's lactoscope (Fig. 126, p. 
381) may be used for this purpose. Proceed 
as follows: By means of the graduated pipette 
accompanying the instrument introduce 4 c.c. 
of milk into the lactoscope. Add water grad- 
ually, shaking after each addition, and note the 
point at which the black lines upon the inner 
white glass cylinder are distinctly visible. Ob- 
serve the point on the graduated scale of the 
lactoscope which is level with the surface of the 
diluted milk. This reading represents the per- 
centage of fat present in the undiluted jnilfc. 
Pure milk should contain at least 3 per cent 
of fat. 

3. Total Solids.^ — Introduce 2-5 grams of milk into a 
zveighed flat-bottomed platinum dish and quickly ascertain the 
weight to milligrams. Expel the major portion of the water 
by heating the open dish on a water-bath and continue the 
heating in an air-bath or water oven at 97^-100" C. until the 
weight is constant. (This residue may be used in the deter- 
mination of ash according to the method descriljed on p. 382.) 

* The percentage of total solids may be calculated from the specific gravity 
and percentage of fat by means of the following formula which has been 
proposed by Richmond : 

S=o.25 L 4-1.2 F-fo.14 
S = total solids. 
L=: lactometer reading. 
F =: fat content. 



v7/ 



1 



Feser's 
Lactoscope. 



I ■ 



I 



382 PHYSIOLOGICAL CHEMISTRY. 

Calculation. — Divide the weight of the residue, in grarm, 
by the weight of milk used, in grams. The quotient is the per- 
centage of solids contained in the milk examined. 
I 4. Ash. — Heat the dry solids from 2-5 gframs of milk, 

obtained according to the method just given, over a very low 
flame^ until a white or light gray ash is obtained. Cool the disl 
in a desiccator and weigh. (This ash may be used in testinj 
for preservatives according to directions on page 195.) 

5. Proteids. — Introduce a known weight of milk (5-1 
grams) into a 200-^300 c.c. Kjeldahl digestion flask and ad 
20 c.c. of concentrated sulphuric acid and about 0.2 gram 

f cupric sulphate. Expel the major portion of the water b 

heating over a low flame and finally use a full flame an 
allow the mixture to boil 1-2 hours. Complete the detei 
mination according to the directions given under Kjeldal 
Method, page 359. 

Calculation. — Multiply the total nitrogen content bv tli 
factor 6.37* to obtain tlie proteid content of the milk e> 
amined. 

6. Casein. — Mix about 20 grams of milk WMth 40 c.c. c 
a saturated solution of magnesium sulphate and add the sa 
in substance until no more will dissolve. The precipitai 
consists of casein admixed with a little fat and lacto-^lobulii 
Filter off the precipitate, wash it thoroughly with a saturate 
solution of magnesium suli)hate;^ transfer the filter paper an 
precipitate t(^ a Kjeldahl digestion flask and determine tV 
nitrogen content according to the directions given in the pn 
vious experiment. 

Calculation. — Multiply the total nitrogen by the facte 
6.37 to obtain the casein content. 

* Great care should be used in this ignition, the dish at no time beir 
t heated above a faint redness, as chlorides may volatilize. 

* The usual factor employed for the calculation of proteid from th 
nitrogen content is 6.25 and is based on the assumption that proteid 
contain on the average 16 per cent of nitrogen. This special factor c 
6.37 is used here to calculate the proteid c<^ntent from the total nitrog-ei 
since the principal proteid constituents of milk, /. e.. casein and lactalbumifi 
contain 15.7 per cent of nitrogen. 

'Preserve the filtrate and washings for the determination of lactalbumir 
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7. Lactalbumin. — To the filtrate and washings froin t1ie de- 
termination of casein, as just explained, add Almcn's reagent' 
until no more precipitate forms. Filter off the precipitate 
and determine the nitrogen content according to the direc- 
tions given under Prnteids. page 382. 

Calculation. — Multiply the total mtrogcn by the factor 
6.37 to obtain the lactalbumin content. 

8. Lactose. — To about 350 c.c, of water in a beaker add 
20 grams of milk, mix thoroughly, acidi fy the fluid with about 
2 c.c, of 10 per cent acetic acid and stir the acidified mixture 
continuously until a flocculent precipitate forms. At this 
point the reaction should be distinctly acid to litmus. Heat 
the solution to boiling for one-half hour, filter, rinse the 
beaker thoroughly and wash the precipitated proteids and 
the adherent fat with hot water. Combine the filtrate and 
wash water and concentrate the mixture to about 150 c.c. 
Cool the solution and dilute it to 200 c.c. in a volumetric flask. 
Titrate this sugar solution according to directions given 
under Fehling's Method, page 345. 

Calculation. — Make the calculation according to directions 
piven under Fehling's Method, p. 34=;. bearing in mind that 10 
c.c. of Fehling's solution is completely reduced by o.o6y6 
gram of lactose. 



(b) Quantitative Analysis of Gastric Juice. 
Topfer's Method. 

Thi.s method is much less elaborate than many others but 
is sufliciently accurate for ordinary clinical purposes. The 
method embraces the volumetric determination of (i) total 
acidity, {2) combined acidity, and (3) free acidity, and the 
subsequent calculation of (4) acidity due to organic acids 
and acid salts, from the data thus obtained. 

Strain the gastric contents and introduce 10 c.c. of the 
strained material into each of three small beakers or porcelain 

' Altnen's reagent may be prepared by dissolving 5 grains of tannin in 
240 c.c. of 50 per cent alcohol and adding 10 c.c, of 25 per cent acetic acid. 
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dishes.* Lal>el the vessels A, B and C, respectively, and p:^ 
cced with the analysis according to the directions given below 

I. Total Acidity.^ — Add 3 dn)ps of a i per cent aloholi 
sohitiun of plicnolphthalein^ to the contents of vessel A an 
titrate with ^(-^ sodium hydroxide solution until a dark pin 
color is produced which cannot be deepened by further aJd 
tion of a drop of ^i^ sodium hydroxide. Take the buret 
reading and calculate the total acidity. 

Calculation, — The total acidity may l)e expressed in tj 
following ways: 

I. The number of cubic centimeters of -^^ sodium lu'dro 
ide solution necessary to neutralize 100 c.c. of g*astric jui( 

J. The weight (in grams) of sodium hydroxide necessa 
to neutralize icx) c.c. of gastric juice. 

3. The weight ( in grams) of hydrochloric acid which l 
total acidity of 100 c.c. of gastric juice represents. 1. c, p( 
centagc of HCl. 

The forms of ex])ression most frequently employed are 
and 3. preference being given to the former. 

In making the calculation note the number of cubic cen 
meters reciuired to neutralize 10 c.c. of the gastric juice ai 
multinlv it bv 10 to obtain the number of cubic centimete 
neccssarv to neutralize 100 c.c. of the fluid. If it is desired 
express the acidity of 100 c.c. of gastric juice in terms of hvdr 
chloric acid. 1)y weight, multiply the value just obtained I 
0.00363.* 

J. Combined Acidity.'' — Add 3 drops of sodium alizar 
sulj)honate solution" to the contents of vessel B and titra 
with 1^^ sodium hydroxide solution until a violet color is pr 
duced. in this titration the red color, which appears aft 

^ If suflieicnt gastric juice is not available it may be diluted with wat 
or a ^^lalle^ amount, c. g., 5 c.c, taken for each determination. 

^riiis includes free and combined acid and acid salts. 

^Ouc gram of plienolphtlialein dissolved in 100 c.c. of 95 per cent alcohi 

* One c.c. of i^u hydrochloric acid contains 0.00365 gram of hydrochloi 
acid. 

■^ Hydrochloric acid combined with protcid material. 

''One gram of sodium alizarin sulphonate dissolved in 100 c.c. of wate 
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■e tinge of yellow due to the addition of the indicator has 

lisappeared. must Iw entirely replaced by a distinct violet 

'tolor. Take the burette reading and calculate the combined 

:idity. 

Calculation. — Since the indicator used reacts to all acidities 
except combined acidity, in order to determine the mimber 
of cubic centimeters of -is sodium hydroxide necessary to 
neutralize the combined acidity of lo c.c. of the gastric juice, 
jve must subtract the burette reading just obtained from the 
burette reading obtained in the determination of the total 
acidity. The data for 100 c.c. of gastric juice may be calcu- 
lated according to the directions given under Total Acidity, 
page 384. 

3. Free Acidity.' — ^Add 4 drops of di-methyl-amino-azo- 
benzene (Topfer's reagent) solution* to the contents of the ves- 
sel C and titrate with -^^ sodium hydroxide solution until the 
initial red color is replaced by lemon yellow.^ Take the 
burette reading and calculate the free acidity. 

Catcnlalitni. — The indicator used reacts only to free acid- 
ity, hence the number of cubic centimeters of -j^ sodium 
hydroxide used indicates the volume necessary to neutraJize 
the free acidity of 10 c.c. of gastric juice. To determine the 
data for 100 c.c. of gastric juice proceed according to the 
directions given under Total .Acidity, page 384. 

4. Acidity due to Organic Acids and Acid Salts. — This 
value may be conveniently calculated by subtracting the num- 
ber of cubic centimeters of ^j sodium hydroxide used in neu- 
trahzing the contents of vessel C from the number of cubic 
centimeters of yg sodium hydroxide solution used in neutral- 
izing the contents of vessel B. The remainder indicates the 
number of cubic centimeters of ^^ sodium hydroxide solution 
necessary to neutralize the acidity due to organic acids and 
acid salts present in 10 c.c. of gastric juice. The data for 

'Hydrochloric acid nol combined with proteid material. 
' One-half gram dissolved in igo c.c gf 95 per cent alcohol. 
' If the lemon 3*e11ow color appears as soon as the indicator is added it 
denotes the absciice of free acid. 
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I GO c.c. of gastric juice may be calculated according 
tions given under Total Acidity, page 384. 



« 1 (c) Quantitative Analysis of Blood. 

i For the methods involved in the quantitative ex; 

of blood see Chapter XI. 
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APPENDIX. 

Almen's Reagent.* — Dissolve 5 grams of tannin in 240 c.c. 
of 50 per cent alcohol and add 10 c.c. of 25 per cent acetic 
acid. 

Ammoniacal Silver Solution.^ — Dissolve 26 grains of 
silver nitrate in about 500 c.c. of water, add enough ammo- 
nium hydroxide to redissolve the precipitate which forms upon 
the first addition of the ammonium hvdroxide and make the 
volume of the mixture up to i liter with water. 

Amold-Lipliawsky Reagent.^ — This reagent consists of 
two definite solutions which are ordinarily preserved sepa- 
rately and mixed just before using. The two solutions are 
prepared as follows : 

(a) One per cent aqueous solution of potassium nitrite. 

(fc) One gram of /)-amino-acetophenon dissolved in 100 
c.c. of distilled water and enough hydrochloric acid (about 2 
c.c.) added, drop by drop, to cause the solution, which is at 
first yellow, to become entirely colorless. An excess of acid 
must be avoided. 

Barfoed's Solution.* — Dissolve 4 grams of cupric acetate 
in 100 c.c. of water and acidify with acetic acid. 

Baryta Mixture.* — A mixture consisting of one volume 
of a saturated solution of barium nitrate and two volumes of 
a saturated solution of barium hydroxide. 

Boas' Reagent.* — Dissolve 5 grams of resorcin and 3 
grams of saccharose in 100 c.c. of 95 per cent alcohol. 

Congo Red.^ — Dissolve 0.5 gram of congo red in go c.c. 
of water and add 10 c.c. of 95 per cent alcohol. 

* Ott's precipitation test, p. 297. Determination of lactalbumin, p. 383. 
' Salkow'ski's method, page Zll- 

* Arnold-Lipliawsky reaction, page 308. 

* Barfoed's test, page ii. 

' Isolation of urea from urine, page 242. 
*Test for free acid, page 88. 
' Test for free acid, page 88. 

387 
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Ehrlich's Diazo Reagent* — ^Two separate solutions should 
l>e prepared and mixed in definite proportions when needed 
for use. 

(a) Five grams of sodium nitrite dissolved in i liter ot 
distilled water. 

(b) Five grams of sulphanilic acid and 50 c.c. of hydro- 
chloric acid in i liter of distilled water. 

Solutions a and b should \)e preserved in well stoppered ves- 
sels and mixed in the proportion i : 50 when required. Greer 
asserts that greater delicacy is secured by mixing- the solutior 
in the proportion i : 100. The sodium nitrite deteriorate! 
upon standing and becomes unfit for use in the course of 2 
few weeks. 

Esbach's Reagent.' — Dissolve 10 grams of picric acid 
and 20 grams of citric acid in i liter of water. 

Fehling's Solution/^ — Fehling's solution is composed oi 
two definite solutions — a cupric sulphate solution and an 
alkaline tartrate solution, which may be prepared as follows; 

Cupric sulphate solution =^^4,64 grams of cupric sulphate 
dissolved in water and made up to 500 c.c. 

Alkaline tartrate solutiou=^i2^ grams of potassium hy- 
droxide and 173 grams of Rixrhelle salt dissolved in water and 
made uj) to 500 c.c. 

These solutions should be i)reserved separately in rubl.>er- 
stoj)pere(l bottles and mixed in equal volumes when needed 
for use. This is done to prevent deterioration. 

Ferric Alum Solution/ — A cold saturated solution. 

Folin-Shaffer Reagent.'* — This reagent consists of 500 
grams of ammonium sulphate, 5 grams of uranium acetate 
and ()0 c.c. of 10 j)er cent acetic acid in 650 c.c. of distilled 
water. 

Furfurol Solution.'* — Add i c.c. of furfurol to 1000 c.c. 
of distilled water. 

* Klirlich's dia/.o reaction, page ,716. 
" Ksbaoh's nu'iluxl, page 344. 

' Fehling's metluxi. page 345. Fehling'> test, pages 8 and 286. 

* Volhard- Arnold method, page 37 J. 

* Folin-ShatTer method, page 349. 

* MyliusV modification of Petienkofer's test, pages 122 and 301. v. 
Udransky's test, pages 123 and 30 J. 
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Gallic Acid Solution.* — A saturated alcoholic solution. 

Guaiac Solution.' — Dissolve 0.5 gram of guaiac resin in 
30 c.c. of 95 per cent alcohol. 

Giinzberg's Reagent.^ — Dissolve 2 grams of phloroglucin 
and I gram of vanillin in 100 c.c. of 95 per cent alcohol. 

Hammarsten's Reagent/ — Mix i volume of 25 per cent 
nitric acid and 19 volumes of 25 per cent hydrochloric acid 
and add i volume of this acid mixture to 4 volumes of 95 
per cent alcohol. It is preferable that the acid mixture be 
prepared in advance and allowed to stand until yellow in color 
before adding it to the alcohol. 

Hopkins-Cole Reagent/ — To one liter of a saturated 
solution of oxalic acid add 60 grams of sodium amalgam and 
allow the mixture to stand until the evolution of gas ceases. 
Filter and dilute with 2-3 volumes of water. 

Hypobromite Solution/ — The ingredients of this solu- 
tion should be prepared in the form of tzi'o separate solutions 
which may be united as needed. 

(a) Dissolve 125 grams of sodium bromide in water, add 
125 grams of bromine and make the total volume of the solu- 
tion I liter. 

(b) A solution of sodium hydroxide having a specific 
gravity of 1.25. This is approximately a 22.5 per cent 
solution. 

Preserve both solutions in rubber-stoppered bottles and when 
needed for use mix equal volumes of solution a, solution b, 
and water. 

Iodine Solution.' — Prepare a 2 per cent solution of potas- 
sium iodide and add sufficient iodine to color it a deep yellow. 

JoUes' Reagent/ —This reagent has the following com- 
position : 

* Gallic acid test, pa^e 195. 

* Guaiac test, pages 163, 191 and 331. 
*Test for free acid, page 88. 

* Hammarsten's reaction, pages 1 21 and 300. 

* Hopkins-Cole reaction, page 45. 

* Methods for determination of urea, page 351. 
' Iodine test, page 24. 

•Jolles' reaction, pages 48 and 292. 
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Succinic acid 40 g^ams. 

Mercuric chloride ao grams. 

Sodium chloride 20 f?rams. 

Distilled Water 1000 Rrains. 



Lugol's Solution^ — Dissolve 5 grams of icxline and i( 
grams of potassium iodide in 100 c.c. of distilled ^vate^. 

Magnesia Mixture.' — Dissolve 175 grams of magnesiun 
sulphate and 330 grams of ammonium chloride in 1400 c.c 
of distilled water. Add 700 grams of concentrated ammo 
nium hydroxide, mix thoroughly and preserve the mixtur 
in a glass-stoppered bottle. 
* Millon's Reagent/ — Digest i part (by weight) of mer 

cury witli 2 parts (by weight) of HXO3 (sp. g^-. 1.42) an< 
dilute the resulting sokition with 2 volumes of water. 

Molybdic Solution/ — Molybdic solution is prepared a 
follows, the parts being by iceiglii: 

Molybdic acid I part. 

Ammonium hydroxide (sp. gr. 0.96) 4 parts. 

Nitric acid (.sp. gr. 1.2) 15 parts. 

Morner's Reagent'' — Thoroughly mix i volume of for 

mah'u, 45 volumes of (hstilled water and 55 volumes of con- 
centrated sulphuric acid. 

Neutral Olive Oil/' — Shake ordinary olive oil with a 10 
per cent solution of sodium carbonate, extract the mixture 
with ether and remove the ether by evaporation. The residue 
is neutral olive oil. 

Nylander's Reagent" — Digest 2 grams of bismuth sub- 
nitrate and 4 grams of Rochelle salt in 100 c.c. of a 10 per 

* Gunning's iodoform test, page 304. 

* Sodium hydroxide and potassium nitrate fusion method for determi- 
nation of total phosphorus, page 3()8. 

'Millon's reaction, page 44. 

* Sodium hydroxide and potassium nitrate fusion method for determi- 
nation of total phosphorus, page 368. 

** Morner's test, page 8j. 

" Kmulsitication of fats, page loi. 

^ Xylander's test, pages 9 and 2"^!^. 
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cent solution of potassium hydroxide. The reagent should 
then be cooled and filtered. 

Obermayer's Reagent.^ — Add 2-4 grams of ferric chlo- 
ride to a liter of hydrochloric acid (sp. gr. 1.19). 

Oxalated Plasma.^ — Allow arterial blood to run into an 
equal volume of 0.2 per cent ammonium oxalate solution. 

Paraphenelenediamine Hydrochloride Solution/ — Two 
grams dissolved in 100 c.c. of water. 

Phenolphthalein.^ — Dissolve i gram of phenolphthalein in 
100 c.c. of 95 per cent alcohol. 

Phenylhydrazin Mixture/ — This mixture is prepared by 
combining i part of phenylhydrazin-hydrochloride and 2 parts 
of sodium acetate by zveight. These are thoroughly mixed in 
a mortar. 

Phenylhydrazin- Acetate Solution/ — This solution is pre- 
pared by mixing i volume of glacial acetic acid, i volume of 
water and 2 volumes of phenylhydrazin (the base). 

Purdy's Solution/ — Purdy's solution has the following 
composition : 

Cupric sulphate 4. 752 grams. 

Potassium hydroxide 23.5 grams. 

Ammonia (U. S. P., sp. gr. 0.9) 3500 c.c. 

Glycerin 38.0 c.c. 

Distilled water, to make total volume i liter. 

Roberts' Reagent/ — Mix i volume of concentrated nitric 
acid and 5 volumes of a saturated solution of magnesium 
sulphate. 

Salted Plasma. ^ — Allow arterial blood to run into an equal 
volume of a saturated solution of sodium sulphate or a 10 

* Obermayer's test, page 255. 
'Experiments on blood plasma, page 167. 

* Detection of hydrogen peroxide, page 196. 
*T6pfer's method, page 383. 

* Phenylhydrazin reaction, pages 5 and 283. 

* Phenylhydrazin reaction, pages 5 and 284. 
' Purdy's method, page 347. 

"Robert's ring test, pages 48 and 291. 

* Experiments on blood plasma, page 167. 
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per cent solution of sodium chloride. Keep the mixture in 
the cold room for about 24 hours. 

Schweitzer's Reagent/ — Add potassium hydroxide to a 
solution of cupric sulphate which contains some ammonium 
chloride. Filter off the precipitate of cupric hydroxide, wash 
it and bring it into solution in 20 per cent ammonium hy- 
droxide. 

Sherrington's Solution.' — This solution possesses the fol- 
lowing formula: 

Methylene-blue o.i graLxn. 

Sodium chloride 1.2 gram. 

Neutral potassium oxalate 1.2 ^ram. 

Distilled water 300.0 Rrams. 

Sodium Acetate Solution.* — Dissolve 100 grams of so 
dium acetate in 800 c.c. of distilled water, add 100 c.c^ of 3c 
per cent acetic acid to the solution and make the volume oi 
the mixture up to i liter with distilled water. 

Sodium Alizarin Sulphonate.^ — Dissolve i gram of sodiun: 
alizarin sulphonate in 100 c.c. of water. 

Solera's Test Paper.*— Saturate a good quality of filtei 
paper with 0.5 per cent starch paste containing a little iodi 
acid and allow the paper to dry in the air. Cut it in strips o 
suitable size and preserve for use. 

Spiegler's Reagent.*^ — This reagent has the following- com 
position : 

Tartaric acid 20 grams. 

Mercuric chloride 40 grams. 

Glycerin 100 grams. 

Distilled water 1000 grams. 

Standard Ammonium Sulphocyanide Solution,^ — Thii 
solution is made of such a strength that i c.c. of it is equa 

* Schweitzer's solubility test, page 29. 
*'* Blood counting," page 181. 

* Uranium acetate method, page 367. 
*T6pfer's method, page 383. 

Solera's reaction, page 38. 
Spiegler's ring test, pages 48 and 291. 
^ V'olhard-Arnold method, page 372. 
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to I c.c. of the standard arg^entic nitrate solution mentioned 
below. To prepare the solution dissolve 12.9 grams of am- 
monium sulphocyanide, NH4SCN, in a little less than a liter 
of water. In a small flask place 20 c.c. of the standard 
argentic nitrate solution, 5 c.c. of a cold saturated solution 
of ferric alum and 4 c.c. of nitric acid (sp. gr. 1.2), add 
water to make the total volume 100 c.c. and thoroughly mix 
the contents of the flask. Now run in the ammonium sulpho- 
cyanide solution from a burette until a permanent brozcn 
tinge is produced. This is the end-reaction and indicates 
that the last trace of argentic nitrate has been precipitated. 
Take the burette reading and calculate the amount of water 
necessary to use in diluting the ammonium sulphocyanide in 
order that 10 c.c. of this solution may be exactly equal to 10 
c.c. of the argentic nitrate solution. Make the dilution and 
titrate again to be certain that the solution is of the proper 
strength. 

Standard Argentic Nitrate Solution.^ — Dissolve 29.06 
grams of argentic nitrate in i liter of distilled water. Each 
cubic centimeter of this solution is equivalent to o.oi gram of 
sodium chloride or to 0.006 gram of chlorine. 

Standard Uranium Acetate Solution.^ — Dissolve 35.461 
grams of uranium acetate in i liter of water. One c.c. of such 
a solution should be equivalent to 0.005 gram of P2O5, phos- 
phoric anhydride. 

This solution may be standardized as follows: To 50 c.c. 
of a standard solution of disodium hydrogen phosphate, of 
such a strength that the 50 c.c. contains o.i gram of PoOg, add 
5 c.c. of the sodium acetate solution mentioned on p. 392 and 
titrate with the uranium solution to the correct end-reaction 
as indicated in the method proper on p. 367. Inasmuch as i c.c. 
of the uranium solution should precipitate 0.005 gram of P2O5, 
exactly 20 c.c. of the uranium solution should be required to 
precipitate the 50 c.c. of the standard phosphate solution. If 

* Volhard-Amold method, page 372. Mohr*s method, page 371. 

* Uranium acetate method, page 367. 
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the two solutions do not l)ear this relation to each other the 
must he hrought into the proper relation by diluting^ the ura 
niuni solution with distilled water or by increasing" its strengtl 

Starch Iodide Solution.* — Mix o.i gram of starch powd€ 
with cold water in a mortar and pour the suspended stare 
granules into 75- 100 c.c. of lx)iling water, stirring contint 
ously. Cool the starch paste, add 20-25 grams of potassiui 
iodide and dilute the mixture to 250 c.c. This solution deter 
orates upon standing, and therefore must l>e freshly prepare 
as needed. 

Starch Paste.* — Grind 2 grams of starch powder in a morts 
with a small amount of water. Bring 200 c.c. of water to tt 
boiling-point and add the starch mixture from the mortar wit 
continuous stirring. l)ring again to the boiling^-jx>int ar 
allow it to cool. This makes an approximate i per cent stan 
paste which is a very satisfactory strength for general use. 

Stokes* Reagent.'^ — A S(^lution containing 2 per cent le 
rous sulphate and 3 per cent tartaric acid. When needed f 
use a small amount should be placed in a test-tube and ar 
monium hydroxide added until the precipitate which forms < 
the first addition of the hydroxide has entirely dissolved. Tl 
prruluces aniinouiutn fcrrotartratc \yhich is a reducing agei 

Tanret's Reagent.^ — Dissohe 1.35 grams of niercu 
chloride in 25 c.c. of water, add to this solution 3.32 g^ranis 
potassium iodide dissohcd in 23 c.c. (^f water, then make t 
total solution ui) to 60 c.c. with distilled water and add 20 c 
of glacial acetic acid to the mixture. 

Tincture of Iodine."^ — Dissohe 70 grams of iodine and 
grams of potassium iodide in i liter of 95 per cent alcohol. 

Toison's Solution.^ — This solution has the followii 
, formula : 



I 1 T? 



Fcliling's niothod, paj^e .U5- 

* r'lxpc'rinKMUs on starch, page 24. 

M IcTmoglobiii, page 170. Harmochromogen, page 173. 

* Tanrcl's tc>l. pagc^ 48 and 293. 
^Smith's test, pages uj and 301. 
•** Blood counting,"' page 181. 
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Methyl violet 0.025 gram. 

Sodium chloride i.o gram. 

Sodium sulphate 8.0 grams. 

Glycerin 30.0 grams. 

Distilled water 160.0 grams. 

Topfer's ReagentJ — Dissolve 0.5 grams of di-methyl- 
aniino-azobenzene in 100 c.c. of 95 per cent alcohol. 

Tropaeolin OO.^ — Dissolve 0.05 gram of tropccolin OO in 
100 c.c. of 50 per cent alcohol. 

Uffelmann's Reagent.^ — Add a 5 per cent solution of ferric 
chloride to a i per cent solution of carbolic acid until an ame- 
thyst-blue color is obtained. 

' Topfer's method, page 383. 
*Test for free acid, page 89. 
* Uffelman's reaction, page 94. 
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Acetone, 282, 302 

formula for, 302 

Gunning's iodoform test for, 304 

Legal's test for, 305 

Lieben's test for, 305 

quantitative determination of, 374 

Reynolds-Gunning test for, 306 
Acholic stool, 140 
Achroo-dextrin, 22, 35 
Acid, acetic, 238, 265 

alloxyproteic, 237, 259, 317 

amino-acetic, 71 

amino-ethyl-sulphonic, 118, 211 

a-amino-j9-hydroxy-propionic, 74 

a-amino-j9-imido-azol-propionic, 
80 

o-amino-iso-buty.l-acetic, 69 

a-amino-normal glutaric, 70 

a-amino-propionic, T2 

amino-succinic, 70 

amino-valerianic, 73 

a-amino-iso-valerianic, 73 

aspartic, 65, 70, 107 

benzoic, 127, 237, 263 

butyric, 84, 194, 238, 265 

caproic, 187 

carbamic, 150 

cholic, 117 

chondroitin-sulphuric, 202, 237, 

combined hydrochloric, 84, 87 
cyanuric, 241 
a-€-di-amino-caproic. 78 
diazo-benzene-sulphonic, 317 
ethereal sulphuric, 129, 237, 253 
fatty. 97, 99, 102 
formic, 238. 265 
free hydrochloric, 84, 87 
glutamic. 65. 70, 107 
glycocholic, 117 
glycuronic, 16 

glycerophosphoric, 221, 238, 265 
glyoxylic. 45 

guanidin-a-amino-valerianic, 79 
hippuric, 127, 128, 237, 255 
homogentisic, 9, 237, 262 
indol-amino-propionic. T7 
indoxyl-sulphuric, 22^7. 253 
ino3inic. 207. 211 
kynurcnic, 237, 2(^2 



Acid, lactic, 19, 84, 207 
lauric, 187 
myristic, 187 
nucleic, (i2 
oxalic, 2n^ 258 
oxaluric, 2n, 264 
oxymandelic. 2^^ 262 
oxyproteic, 237, 259, 317 
palmitic, 97, 102, 103 
para-cresol-sulphuric, 237, 253 
para-oxyphenyl-acetic, 129, 136, 

237, 261 
para-oxyphenyl-a-amino-propionic, 

66 
para-oxyphenyl-propionic, 129, 

136, 217, 261 
paralactic, 208, 238, 265 
pehaceturic, 238. 265 
phenol-sulphuric, 237, 253 
phenyl-a-araino-propionic, 73 
phosphocarnic. 207, 211, 238, 265 
pyrocatechin-sulphuric, 237, 253 
a-pyrrolidin-car!)Oxylic, 74 
sarcolactic, 208 
skatol-carbonic, 135, 136 
skatoxyl-sulphuric, 237, 253 
sulphanilic, 316, 317 
tannic, 25, 28, 47 
taurocholic, 117 
uric. 9, 207, 237, 245 
uroferric, 237, 259, 317 
uroleucic, 237, 262 
volatile fatty, 129. 132, 194, 238 
Acid albuminate. 55, 56 

coagulation of, 55 
experiments on. 56 
precipitation of, 56 
preparation of, 56 
solubility of, 56 
sulphur content of, 56 
Acidity of gastric juice, quantitative 
determination of, 383 
urine, cause of, 228 

quantitative determination 
of. 376 
Acidosis, cause of. 309 
Acid-haematin, 173 

Acrolein, formation of, from olive oil, 
100 
from glycerin, 104 
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Adams' paprr coil method for deter- 
mination of fat in milk, j8o 
Adamkiewicz reaction, 45 
Adenin, 311, ijS 
Adipocere, 99 
Adipolylic eniymes, 34 
Alanin, 6s. 7a 
Albumin, egg. 41, gi 

powdered, preparation of, 51 



381. 



ferrocyanide 
coaxulatioD or 



hoiling test 



Jolles' reaclic. .... .,- 

Robert's ting lest for, ag 



Amide, definition of, 65 
AmiDc. definition of. 65 
Amino acids, 63, "9 
a-amino-^-hydroxypropionic add. 71 
a-am i Do-^ - imido- a zal- propionic act 

So 
a-amino-i«D-bmyI-acetic acid, 69 



quan Illative determinatii 
of. 357 
il silver soltition. prepar 



<niacal-zinc chloride 



Albuminoids. 4.1, 61 

Albumoids. 4j. 61 

Allnimoses (see proleoses. pp. 4.). 
S7. 51I 

Aldehytie. t. 7 

Aldehyde Rtoiip. iS 

Aldehyde test for nlcnbol. 21 

V. Aldor's method of detecting pro- 
teose in urine, 296 

Aldose, I 

Alkali alh«minnte. 55, 56, S7, 107 



sulphur content of, 56 
Alkali-hafmatin. 17^ 
AILintmn, i,r, ^SO 

crysLllline form of, ^59 

preparation of, from uric 



Almcn's rc.iKCrt. preparation of, , 
Alloxyproleic acid, 2j7. i$(t, ,117 
AInin -turpentine test for " occ 



in urinary sediments. ji 
Amphopeptone, 43 
Amyloid, aS, 19, 43. 6a 
Amylolylic eniymes. 34. 108 
Amylopsin, 108 

digestion of dry slarch by, lo- 

inulin by. 114 
experiments on, iii 
influence of bile upon action 01 

most favorable temperature to 
action of. 113 
Animal parasites in feces. 143 

in urinary sediments, 339 
Anti-alhumid, 86, 8? 
A nti peptone, 43 
Appendix, 387 
Arabinose, 2. 16 

phenylhydraiin lest on. 17 
Tollens' reaction on, ifi 
ArRinin. 6s. 78. 107 
Arnold-Lipliawsky reaction for dia 
cetic acid, 30B 
reagent, preparation of, 30! 
Aromatic oxyacids. 237, a6i 
Asparasin, 70 
Aspartic acid. 65, 70 

crystalline form of, 70 
formula for, 70 
Ash of milk, quantitative delermina- 
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Barfoed's test for dextrose, ii, 289 
Baryta mixture, preparation of, 242 
Bayberry tallow, saponification of. 

102 
Beckmann-Heidenhain apparatus. 23^ 
" Bence Jones* proteid," detection of, 

296 
Benzoic acid. 127, 2^7, 263 

crystalline form of, 264 
experiments upon. 263 
formula for, 263 
solubility of. 263 
sublimation of, 263 
Berthelot-Atwater bomb calorimeter, 

366 
Bergell's method for determination 

of /3-oxybutyric acid, 376 
Bile. 116. 282, 300 

constituents of, 117 
daily secretion of, 116 
freezing-point of, 117 
influence on digestion, gastric, 93 
pancreatic. 112. 114 
inorganic constituents of, 117, 121 
nucleo-proteid of, 121 
reaction of, 116, 121 
secretion of, 116 
specific gravity of, 117 
Bile acids 1 17 

Hay's test for, 123 
Mylius's test for, 122 
Neukomm's test for, 122 
Pettenkofer's test for, 122 
tests for, 122 
V. Udransky's test for, 123 
Bile acids in feces, detection of, 146 
Bile acids in urine, 282 

Hay's test for, 302 
Mylius's test for, 301 
Neukomm's test for, 301 
Pettenkofer's test for, 

301 
Salkowski's test for, 302 
tests for, 301 
V. Udransky's test for, 
302 
Bile pigments. 118 

Gmelin's test for, 121 
Hammarsten's reaction for, 

121 
Huppert's reaction for, 121 
Rosenbach's test for. 121 
Smith's test for, 122 
tests for, 121 
Bile pigments in urine, 282, 300 

Gmelin's test for, 300 
Hammarsten's reaction 
for, 300 



Bile pigments in urine. Huppert's 

reaction for, 300 
Rosenbach's test for, 300 
Smith's test for, 301 
tests for, 300 
Bile salts, crystallization of, 123 
Biliary calculi, 120 

analysis of, 124 
Bilicyanin, 118, 120 
Bilifuscin, 118 
Bilihumin, 118 
Biliprasin, 118 
Bilirubin, 118. 119 

crystalline form of. 119 
in urinary sediments. 326 
Biliverdin, 118, 120 
"Biological" blood test, 159 
Biuret, 46. 241 

formation of, from urea, 46, 241, 

243 
Biuret test. 45 

Posner's modification of. 46 
Blood. 148. 282, 297 

Bordet test for, 159 

clinical examination of, 174 

coagulation of, 157 

constituents of, 148, 150 

defibrinated, 160 

detection of, 158, 159, 163, 168 

erythrocytes of, 150 

experiments on, 160 

form elements of, 148 

guaiac test for, 158, 163 

hxmin test for, 158, 163 

oxyhemoglobin of, 155 

" occult," in feces, 142, 144 

in urine, 282, 297 

leucocytes of, 156 

medico-legal tests for, 158 

microscopical examination of, 
160, 168 

nucleo-proteid of, 148, 149 

pigment of, 155 

plaques, 148 

plasma, 148, 149, 167 

preparation of hxmatin from, 165 

preparation of laky. 161 

quantitative analysis of, 386 

reaction of, 148, 160 

serum, 150, 166 

specific gravity of, 148. 160 

spectroscopic examination of, 169 

test for iron in, 161 

total amount of. 148 

Zeynek and Nencki's hxmin test 
for, 163 
Blood casts in urine, 334 
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Blood corpuscles, 148, 150, 156, 168 

" counting/' 180 
Blood in urine, 282, 297 

guaiac test for, 299 
Teichmann's haemin test for, 

298 
Heller's test for. 298 
Heller-Teichmann reaction 

for, 298 
Schalfijew's haemin test for, 

299 
spectroscopic examination 

of. 299 
tests for, 298 

Zeynek and Nencki's hmnin 
test for, 299 
Blood plasma, 148, 149, 167 
constituents of, 148 
crystalliration of oxyhemo- 
globin of, 156, 167 
effect of calcium on oxa- 

lated. 167 
experiments on, 167 
preparation of fibrinogen 
from, 167 
oxalated. 167 
salted, 167 
Blood serum, 150, 166 

coagulation temperature of, 

166 
constituents of, 150 
experiments on, 166 
precipitation of proteids of, 

166 
separation of albumin and 

Kl()t>ii]in of. 166 
sodium chloride in, 166 
sugar in, 166 
Blood stains, examination of, 168 
Hoas' reagent, as indicator. 88 

preparation of. 88 
Bockelman and Bouma's method for 
determination of /3-oxybutyric acid, 

lUicttKer's test for sunar, o. jH8 
Bomb calorimeter, Berthelot-Atwater, 

.366 
Bone, constituents of, 204 

ossein of, preparation of, 204 
Bone ash, scheme for analysis of, 

205 
Bonlct test, detection of human blood 

by, 159 

Boric acid and borates in milk, de- 
tection of, 196 

Buccal glands. 32 

Butyric acid, 84, 194 



Butyrin, 9S, 187 

Cadaverin, 78 

Calcium and magnesium in urine, 
238, 279 
carbonate in urinary sediments 

319, 321 
casein. 188 
oxalate, 319 

in urinary sediments, 320 
phosphate in urinary sediments, 

321 
in milk, 193 
sulphate in urinary sediments, 
322 
Calculi, biliary, 120 
urinary, 340 

calcium carbonate in, 341 

oxalate in, 341 
cholesterin in, 342 
cystin in, 342 
fibrin in, 342 
indigo in, 342 
phosphates in, 341 
uric acid and urates in. 341 
urostealiths in. 342 
xanthin in, 342 
Cane sugar (see saccharose, p. 19) 
Caproic acid, 187 
Carbamic acid, 150 
Carbohydrates, i 

classification of, i 
composition of, i, 2 
review of, 29 

scheme for detection of, 31 
variation in solubility of, 2 
Carbonates in urine, 238, 280 
Carbon monoxide haemoglobin. 171 
Carnin. 207 
Carnosin, 207, 211 
Cartilage. 202 

constituents of. 202 
experiments on, 203 
Hopkins-Cole reaction on, 203 
loosely combined sulphur in, 203 
Milton's reaction on, 203 
preparation of gelatin from, 203 
solubility of. 203 
xanthoproteic test on, 203 
Casein. 188 

soluble, 188 
calcium, 188 

quantitative determination of, 
382 
Caseinogen, 146, 187, 190 

action of rennin upon, 188 
biuret test on, 193 
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Caseinogen, Millon's test on, 193 
precipitation of, 192 
preparation of, 192 
solubility of, 193 
test for loosely combined sulphur 

in, 193 

test for phosphorus in, 193 
Casts, 328, 332 

blood, 334 

epithelial, 334 

fatty, 334 

granular, 333 

hyaline, 332 

pus, 336 

waxy, 336 
Casts in urinary sediments, 328, 332 
Cellulose, 2, 28 

action of Schweitzer's reagent 
on, 29 

hydrolysis of, 29 

iodine test on, 28 

solubility of, 28 
Cellulose group, 2 
Cerebri n, 220 

experiments on, 224 

hydrolysis of, 224 

microscopical examination of, 
224 

preparation of, 224 

solubility of, 224 
Charcot-Leyden crystals, 142 

form of. 141 
Chlorides in urine, 238, 274 
detection of, 275 
quantitative determination 

of, 371 
Cholecyanin, 120 

Cholera-red reaction for indol, 137 
Cholesterin, 121, 124, 222 
crystalline form of, 125 
formula for, 222 
iodine-sulphuric acid test for, 

124. 223 
isolation of, from biliary calculi, 

124 
Liebermann-Burchard test for, 

124, 224 
occurrence of, in urinary sedi- 
ments, 319, 32s 
preparation of, from nervous tis- 
sue, 223 
Salkowski's test for, 125, 224 
SchifT's reaction for, 125, 224 
tests for, 124, 223 
Choletelin, 118 
Cholin, 221 
Chondrigen. 62 

27 



Chondroalbumoid. 43, 202 
Chondromucoid, 62, 202 
Chondroitin, 202 
Chondroitin-sulphuric acid, 202, 237, 

259 
Chondrosin, 202 

Cipollina's test, 6, 284 
Coagulated proteids, 60 
biuret test on, 61 
formation of, 60 
Hopkins-Cole reaction on, 61 
Millon's reaction on, 61 
solubility of, 61 
xanthoproteic reaction on, 
61 
Coagulation of proteids, 49, 50, 60 

changes in composition dur- 
ing, 60 
fractional, 60 
Coagulation temperature of proteids, 
50 
apparatus used in determin- 
ing, 50 
method employed in deter- 
mining, 50 
Collagen, 43, 62, 198, 199 
experiments on, 199 
hydrolysis of, 200 
percentage of, in ligament, 201 

in tendon, 198 
production of gelatin from, 200 
solubility of, 199 
Colostrum, 190 

microscopical appearance of, 188 
Combined hydrochloric acid, 84, 87 

tests for, 87-90 
Compound proteids, 43, 61 
classes of, 61 
experiments on, 199 
nomenclature of, 61 
occurrence of, 62 
Compound test for lactose in urine, 

313 
Congealing-point of fat, 105 
Congo red, as indicator, 88 
' preparation of, 88 
Conjugate glycuronates, 9, 282, 310 
fermentation-reduction test 

for, 310 
ToUens' reaction on, 310 
Connective tissue, 197 
Creatin, 150 

crystalline form of, 209 

formula for, 210 

separation of, from meat extract, 

215 

Creatinin, 9. 207, 237, 250 
crystalline form of, 251 
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Crealinin, daily excretion of, 35 




Dextrose. Cipollina's test on. 6. 384 


experimenls on, 351 




diffusibility of, S 


formula for. 310, 350 




Fehling's test on, 8. 286 


Jaffe'a reaction for, 3S3 




fermentation of, 10. 288 


quantitative deiermi nation 


of. 


iodine test on. 6 


369 




Molisch's reaction on. 4. 


Salkowski'a test tor, 353 




Moore's test on, 7 


separation of, from urine, as 




Nylander's test on, 9, aSS 


Weyl'z. test for. 353 




phenylbydraiin test on. 5. 183 


Crcatin in-line chloride, formatio 


of, 


reduction tests on, 7, 384 


Cresol, para, 65, 119, 131 




solubility of. 4 


tests for, ij8 




Trommer's test on, 8. 385 


Cryoscopy, 333 




Di acetic acid, 383. 306 


Cul-d<-MC. 84 




Arnold-Lipliawsky lest for. 


Cyanurie acid. 341 




3d8 


formula for, 241 




formula for. 306 




337 


Gerhardt's lest for, 307 


Cystin, 6s. 76. 337. 334 




a-t-di-amino-caproic acid. 78 


crystalline form of, 76, 335 




Diastase. 18 


detection of. 3^5 




Diaio-beniene-sulphotiic acid. 317 


formula for. 76 




reagent, preparation of. 


in urinary sediments. 324 




3 '6 
Diaio reaction fEhrlich's). 316 


Dare's himoglobinometer. 178 




DifTcrenliation between pepsin and 






pepsinogen. 92 


determination of bzmo- 


Digestion, gastric, 83 


Blobin by. 179 




pancreatic. 106 


Darmstadtcr's method for determina- 


salivary. ,. 


tion of P-oiybuiyric acid. 375 




Di-methyl-amino-aiobeniene(sceTop- 




fer's reagent). 88 


6S 




Disaccharidcs, 17 


crystalline forma of, 68- 


79 


classification of, 3 


CKperimenls on, 80 




Do rem u<i- Hind 9 ureometer, 355 


isolation of. 80 




DryinR nieihod for determination of 


Delusive feeding experiments. S3 


total solids in urine. 379 


Detcclion of prefer valivcs in 


nilk. 


Earthy phosphates in urine. 375 


boric acid .md borates, 196 




cjuaniitative determination 


formaldehyde. 10s 




of. 367 


hydroRcn peroxide, 106 




Edestin. S3. S4 


salicylic acid and salicylates 




coagulation of, 54 


Deuleroprotcose. 43 






Dextrin, z. 27 




microscopical examination of. 54 


achroo-. 21. 35 




Millon's test on, S4 


erylhro-. 32. 27. 35 






action of tannic .icid on, 28 




solubility of, 54 






tests on crj'stallized. S4 


FchlinB's IC'it or. 17 




filtrate of. S4 


hydrolysis of. 27 




Ehrlich's diaio-beniene-sulphonic acid 


iodine test on. 27 




reagent, preparation of, ^t6 






F-hrlich's diaio reaction, 316 


Dextrosainn. crystalline form 


of. 


Finhorn's sac e barometer. 10 


Plate III. opposite p, 5. 




Elaslin, 43. 62. 198 201 


Dextrose. 1. 3. 4, 382 




experiments on. 201 


Allen's modification of Fehl 


ng's 


prrpar.ilion of. joi 


lest for, 387 




solubility of. soi, aoi 


Earfoed'5 lest for, Ti. 389 




Electrical conductivity of urine. 335 


BoettRer's lest on, 9, =88 




Enteroklnase. 108 
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Enzymes, 34, 238 

classification of, 34 
Epiguanin, 238 
Episarkin, 238 

Epithelial cells in urinary sediments, 
328 

casts in urinary sediments, 328, 

33i» 334 
Epithelial tissue, 197 

experiments on, 197 
Erythrocytes, 148, 150, 151 
counting the, 180 
diameter of, 151 
form of. 150 
influence of osmotic pressure on, 

162 
in urinary sediments, 328, 337 
number of, per cubic mm., 151 
of different species, 151 
stroma of, 151. 156 
variation in number of, 151 
Erythro-dextrin. 22, 27, 34. 38 
Esbach's alhuminometer, 345 

method for determination of 

albumin, 344 
reagent, preparation of, 344 
Ester, definition of, 97 
hydrochloric acid, 165 
sulphuric acid, 165 
Ethereal sulphates. 272, 273 

quantitative determination 
of. 363 
Ethereal sulphuric acid, 129, 237, 253 
Euglobulin, 149 

Extractives of muscular tissue, 207 
nitrogenous. 207 
non-nitrogenous, 207 

Fats, 96 

absorption of, 99 

apparatus for determination of 

melting-point of. 103 
boiling-point of, q8 
chemical composition of, 97 
congealing-point of, 105 
crystallization of, 98, loi 
digestion of, 99 
emulsification of, 99. loi 
experiments on, 100 
formation of acrolein from, 100 
hydrolysis of. 97 
in milk. 187, 194 
in urine, 282, 312 
melting-point of. 98, 104 
nomenclature of. 98 
occurrence of. 96, 98 
permanent emulsions of, 99, loi 
quantitative determination of, 
in milk, 380 



Fats, reaction of, 100 

saponification of, 97, 102, 103 
solubility of, 98, 100 
transitory emulsions of, 99, loi 
Fatty acid, 97, 99, 102 
Fatty casts in urinary sediments, 

328, 334 
Fatty degeneration, 99 
Feces, 139 

blood in, 142 
daily excretion of, 139 
detection of albumin and globulin 
in, 147 
bile acids in, 146 
bilirubin in, 145 
caseinogen in, 146 
cholesterin in, 143 
hydrobilirubin in, 145 
inorganic constituents of, 

147 
nucleo-proteid in, 146 
proteose and peptone in, 147 
experiments on. 142 
form and consistency of. 141 
macroscopic constituents of, 141 
microscopic constituents of, 141 
odor of, 140 
pigment of, 140 
reaction of, 141 
Fat-splitting enzymes, 86. 97, 99, 109 
Fehling's method for determination of 
dextrose, 345 
solution, preparation of, 8, 286 
test, 8, 286 

Allen's modification of, 287 
Ferments, classification of, 34 
Fermentation test, 10, 288 
Fermentation method for determina- 
tion of dextrose, 348 
Fermentation-reduction test for con- 
jugate plycuronates. 310 
Ferric chloride test for sulphocyanide 

in saliva, 37 
Fibrin. 149. 168, 282 

in urinary sediments, 328, 339 
separation of, from blood, 168 
solubility of, 168 
Fibrin ferment, 150, 158 
Fibrinogen, 148, 149. 158 
Fischer apparatus, photograph of, 67 
Fleischl's h^mometer. 174 
description of, 174 
determination of haemoglobin 
by. 175 
Fleischl-Miescher hjemometer, 176 
Fluorides in urine, 238. 280 
Fly-maggots, experiments on, loo- 
Folin's method of determination of 

acidity of urine, 376 
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Folio's method of determination of 

acidity of ammonia, 

357 
creatinin, 369 
ethereal sulphates, 363 
inorganic sulphates, 362 
total sulphates, 361 
urea. 355 
Folin-Shaffer method for determina- 
tion of uric acid, 349 
Foreign substances in urinary sedi- 
ment. 328, 339 
Form elements of blood, 148 
Forfnic acid, 238, 265 
Fractional coagulation of proteids, 60 
Free hydrochloric acid, 84, 87 

tests for, 87-90 
Freeiing-point of bile, 117 
blood, 148 
milk, 187 

pancreatic juice, 107 
urine, 2:^2 
Fuchsin-frog experiment, 213 
Fundus glands. 83 

Furfurol solution, preparation of, 122 
Fusion mixture, preparation of, 52 

Galactose. 2, 15 

experiments on, 15 
Gallic acid test for formaldehyde. 195 
Gastric diRcstion, 83 

conditions essential for. 85, 91 
general experiments on, 91 
influence of bile on, 93 
influence of different tem- 
peratures on, 91 
most favorable acidity for. 91 
power of different acids in. 92 
products of, 8s, 87 
Gastric fistula, 83 
Gastric juice, 83-86 

aciflity of. 84, 85 
artificial, preparation of, 86 
composition of, 84 
enzytncs of, 84 
quantitative analysis of, 383 
quantity of. 83 
reaction of, 84 
specific pravity of, 84 
lactic acid in. tests for, 94 
Gelatin. 43. 62. 68. ig8. 200 
coapulation of, 200 
experiments on, 200 
formation of, 200 
Hopkins-Cole reaction on, 200 
Millon's reaction on, 200 
precipitation of. by alcohol, 201 
alkaloidal reagents, 200 
metallic salts, 200 



Gelatin, precipitation of. by mineral 
acids, 200 
preparation of, from cartilage, 
203 
from collag:en. 200 
salting-out of, 200 
solubility of, 200 
Gerhardt's test for diacetic acid, 307 
Gerhardt's test for urobilin. 268 
Gliadin, 68. 69. 71, 73, 74. 76 
Globulin, 43, 53 

experiments on, 53 
preparation of, 53 
serum, 43, 148, 149, 282 
in urine, 282, 289, 293 
tests for, 293 
Glucoproteid, 43, 61, 199 
experiments on, 199 
hydrolysis of, 199 
Glucose (see Dextrose, p. 3) 
Glutamic acid, 65, 70 

formula for, 70 
Glutenin, 70, 72 
Glycerin, 97, 99. 104 

borax fusion test on, 104 
experiments on, 104 
formula for. 97, 100 
Glycerin extract of pig's stomach. 

preparation of. 87 
Glycerophosphoric acid. 221. 238. 266 
Glycocholic acid, 117 
Glycocholic acid group, 1 1 7 
Glycocoll, 65, 71, 117 
formula for. 71, 117 
preparation of, 127 
Glycocoll ester hydrochloride, crys- 
talline form of, 72 
Glycogen, 2. 26, 207. 208 
experiments on, 215 
hydrolysis of. 215 
influence of saliva on. 215 
iodine test on, 215 
preparation of, 215 
Glycosuria, alimentary, 3 
Glycuronatcs. conjugate, 9. 282. 310 
Glycuronic acid. 16 
Glyoxylic acid, 45 

formula for. 45 
Gmelin's test for bile pigments, 121, 
300 
Rosenbach's modification of, 
121, 300 
Granular casts in urinary sediments, 

328. 333 
Granulose. 22 
Green stools, cause of, 140 
Guaiac solution, preparation of, 163 
Guaiac test on blood, 158. 163 
milk, 191 
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Guaiac test on pus. 331 
Guanidin-a-amino-valerianic acid, 79 
Guanin, 212, 238 
Gums and vegetable mucilage group 

of carbohydrates, 2 
Gunning's iodoform test for acetone, 

304 
Giinzberg's reagent, as indicator, 88 

preparation of, 88 

Hzmatin, 156 

acid-, 173 

alkali-, 172 

preparation of, 165 

reduced alkali-, 173 
Hxmatoidin, 119, 142 

crystalline form of, 119, 140 

in urinary sediments, ^26 
Haematuria, 297 
Hamatoporphyrin, 156, 173, 174, 282 

in urine, 282, 312 
Haemin crystals, form of, 164 

test, 163 
Haemochromogen, 156, 173 
Haemoglobin, 151, 156, 170, 282 

carbon monoxide, 156, 171 

decomposition of, 156 

diffusion of, 162 

met, 156, 172 

oxy, 156, 169 

quantitative determination of, 

174, 178 
reduced, 170 
Haemoglobinuria, 297 
Hammerschlag's method for deter- 
mination of specific gravity of 
blood, 160 
Hammarsten's reaction. 121, 300 

reagent, preparation of, 121, 300 
Heintz method for determination of 

uric acid, 350 
Heller's test for blood in urine, 298 
Heller-Teichmann reaction for blood 

in urine, 298 
Heller's ring test for proteid, 47, 290 
Hemi-ceilulose, 2 
Herter's naphthaquinone reaction for 

indol and skatol. 136, •137 
Hetcroproteose, 43 
Heteroxanthin, 238 
Hexoses, i, 3 

Hippuric acid, 127, 128. 2:i7, 255 
crystalline form of, 256 
experiments on, 127, 256 
formula for, 128, 255 
in urinary sediments. 325 
melting-point of, 257 
separation of. from urine. 256 
solubility of, 257 



Hippuric acid, sublimation of, 257 

synthesis of, 127 
Histidin, 65, 79, 107 

hydrochloride, crystalline form 
of, 79 
Hoffmann's reaction for tyrosin, 82 
Homogentisic acid, 9, 262 

formula for, 262 
Hopkins-Cole reaction, 45 

on solutions, 45 
on solids, 51 
Hopkins-Cole reagent, preparation of, 

45 
Hiifner's urea apparatus, 354 
Human fat, composition of, 96 
Huppert's reaction for bile pigments, 

1 21, 300 
Hiirthle's experiment, 219 
Hyaline casts in urinary sediments, 

328, 332 
Hydrobilirubin, detection of, in feces, 

145 

extraction of, 145 
Hydrochloric acid test for formalde- 
hyde, 195 
Hydrogen peroxide in urine, 238, 280 

detection of, in milk, 196 
Hydrolysis of cellulose, 29 

cerebrin, 224 

collagen, 200 

dextrin. 27 

glycogen, 215 

inulin, 26 

saccharose, 20 

starch. 24 
Hyperacidity, 84 
Hypoacidity, 84 
Hypobromite solution, preparation of, 

351 

Hypoxanthin, 207, 217, 238 
formula for, 211 

Hypoxanthin silver nitrate, crystal- 
line form of, 216 

Indican, 129, 130, 254 

formula for, 130, 254 

Jaffe's test for, 255 

Obermayer's test for. 255 

origin of, 129, 130 
Indigo-blue, 170, 255 

formula for. 130, 255 
Tndigo in urinary sediments, 318, 327 
Indol, 65, 77, 129, 132, 140 

formula for. 129 

oripin of, 129. 140 

tests for, 136 
Indol-amino-propionic acid, 77 
Indoxyl, 129 

formula for, 129 
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Indoxyl, origin of, 129, 130 

potassium sulphate (see Indican, 
pp. 129-130, 254) 
Indoxyl-sulphuric acid, 129, 2^7, 253 

formula for, 129 
Inorganic physiological constituents 

of urine, 238 
Inosinic acid. 207, 211 
Inosit, 1, 207, 282 

in urine, 282, 314 
Inulase, 25 
Inulin, 2, 25 

action of amylolytic enzymes on, 

25 
Fehling's test on, 26 
hydrolysis of, 26 
iodine test on, 26 
reducing power of, 25 
solubility of, 25, 26 
sources of, 25 
Invertin, 20 
Inverting enzymes, 34 
Iodine test, 24 
Iodine-sulphuric acid test for choles- 

terin. 124, 22^^ 
Iodoform test for alcohol, 21 
Iron in blood, 156, 161 

detection of, 161 
in bone ash. 20^, 205 

detection of, 204, 205 
Iron in proteid, 42 
Iron in urine, 238, 280 

detection of, 280 
Isomaltose, 2, 18 

Jaffc's reaction for creatinin, 253 
JafTe's test for indican, 255 
V. Jaksch-Pollak reaction for mel- 
anin, 316 
Jolles* rc.nction for proteid. 48. 202 

reagent, preparation of, 48, 292 
Juice, gastric. 83-86 

pancreatic. 106-109 

Kcphalin. 220. 222 
Kephyr, 19 
Keratin, 4.^ 62. 197 

experiments on. 197 

solubility of. 107 

sources of. 197 

sulphur content of, 197 
Ketone, i, 7 
Ketosc. I 
KjcUlahl method for determination of 

nitrogen. 359 
Knop-Hiifner hypobromite method for 

determination of urea, 351, 353 
Koumyss, 19 



Ktilz's test for ^-oxybutyric acid, 

309 
Kynurenic acid, 2^7, 262 
formula for, 262 
isolation of, from unne, 263 



of. 



form of. 
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Lactalbumin, 187, 190 

quantitative determination 

Lactic acid, 19, 84, 207 

ferric chloride test for, 94 
in muscular tissue, 207, 208 
in stomach contents, 94, 95 
tests for, 94 

UlTelmann's test for, 94 
Lacto-globulin, 187, ^90 
Lactometer, determination of 

gravity of milk by, 380 
Lactosazon, crystalline 
Plate III, opposite p. 5 
Lactose, 2, 19, 187, 189, 
experiments on, 19 
fermentation of, 19 
in urine, 282, 313 
quantitative determination of, 383 
Lxvo-a-prolin, 74 
Laevulose, 3, 14 

in urine, 282. 313 
methyl-phenylhydrazin test for, 

phenylhydrazin test on, 15 

Seliwanoff's reaction for, 15 
Laiose in urine, 282, 315 
Laked blood, 148, 159 
Laky blood, 161 
Laurie acid, 187 
Laurin, 98 
Lecithin, 116, 117. 150, 220 

acrolein test on, 22^ 

decomposition of, 220 

experiments on, 22^ 

formula for, 221 

microscopical examination of. 22?^ 

osmic acid test on, 22^ 

preparation of, 222 

test for phosphorus in, 22^ 
Legal's reaction for indol, 137 
Legal's test for acetone, 305 
Legumin, 78 
Leucin. 65. 107. 150 

cr>'stalline form of impure, 326 

pure, 69 

experiments on, 82 

formula for, 69 

in urinary sediments, 318, 326 

microscopical examination of. 82 

separation of, from tyrosin, 81 

solubility of, 82 

sublimation of, 82 
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Leucocytes, 148, 156 

counting the, 180, 184 

number of, per cubic mm., 156 

size of, 156 

variation in number of, 156, 157 
Leucocytosis, 1 56 
Lichenin, 2, 27 

Lieben's test for acetone, 305 
Lieberkiihn's jelly (see Alkali al- 
buminate, p. 57) 
Liebermann-Burchard test for choles- 

terin, 124, 224 
Liebermann's reaction, 46 
Lipase, 84, 86 

Lipoids of nervous tissue, 220, 222 
Lipolytic enzymes, 34 
"Litmus-milk" test for steapsin. 115 
Lugol's solution, preparation of, 304 
Lysin, 65, 78, 107 
Lysin picrate, crystalline form of. 78 

Magnesia mixture, preparation of, 

270 
Magnesium in urine, 238 

phosphate in urinary sediments, 

327 
Maltase, 18 
Malto-dextrin, 35 
Maltosazon, crystalline form of, Plate 

III, opposite p. 5 
Maltose, 2. 18 

experiments on, 18 
Marshall's urea apparatus, 352 
Melanin in urine, 282, 315 

urinary sediments, 327 
Melting-point apparatus, 103 

of fats, determination of, 104 
Messinger-Huppert method for de- 
termination of acetone, 374 
Methaemoglobin. 156, 172 
Methyl-mercaptan, 129. 131 
Methyl-pentose (see Rhamnose, p. 2) 
i-methylxanthin, 238 
Micro-organisms in urinary sedi- 
ments, 328, 339 
Milk, 187 

detection of calcium phosphate 
in, 193 
lactose in, 194 
preservatives in, 195 
difference between human and 

cow's, 188 
experiments on, 190 
formation of film on, 187, 191 
freezing-point of, 187 
guaiac test on, 191 
influence of rennin on, 188, 192 
isolation of fat from, 194 



Milk, microscopical appearance of, 
188, 190 
preparation of caseinogen from, 

192 
properties of caseinogen of, 190 
quantitative analysis of, 380 
reaction of, 187, 190 
separation of coagulable proteids 

of, 193 
specific gravity of, 187, 191 
Millon's reaction, 44 

reagent, preparation of, 44 
Mohr's method for determination of 

chlorides, 371 
Molisch's reaction, 4 
Molybdic solution, preparation of, 37 
Monosaccharides, i, 2, 3 

classification of, i 
Morner-Sjoqvist-Folin method for de- 
termination of urea. 356 
Morner's reagent, preparation of, 82 

test for tyrosin, 82 
Motor and functional activities of the 

stomach, 93 
Mucin, zz, 36; 43, 61, 62 
biuret test on, 36 
hydrolysis of, 37 
isolation of, from saliva, 36 
Millon's reaction on, 36 
Mucoid, 43, 61, 62, 198 
experiments on, 199 
hydrolysis of, 199 
in urine, 264, 296 
preparation of, from tendon, 199 
Murexid test, 249 
Muscle plasma, 206, 2x2, 213 

formation of myosin clot in, 

206 
fractional coagulation of, 206 
preparation of 212, 213 
reaction of. 212 
Muscular tissue, 206 

commercial extracts of, 210 
experiments on " dead," 214 

" living," 212 
extractives of, 207, 215 
formulas of nitrogenous ex- 
tractives of, 210 
glycogen in, 207, 208 
lactic acid in, 207, 208 
pigment of, 210 
preparation of glycogen 
from, 215 
muscle plasma from, 
212. 213 
proteids of, 206 
reaction of living, 208 
separation of extractives 
from. 215 
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Myohzmatin, 210 
Myosin, 206 

biuret test on, 214 

coagulation of, 214 

preparation of, 214 

solubility of, 214 
Myosinogen, 206 
Myristic acid, 187 
Myristin, 98 

Nencki and Sieber's reaction for uro- 
rosein, 316 

Nervous tissue, 220 

constituents of, 220 
experiments on lipoids of, 

222 
lipoids of, 220, 222 
percentage of water in, 220 
prosphorized fats of, 220 
proteids of, 220 

Neurokeratin, 220 

Neutral olive oil, preparation of, loi 

Neutral sulphur compounds, 237, 259 

Nitrates in urine, 238, 280 

Nitrites in saliva, test for, Z7 

Nitrogen, 42 

importance of, in sustaining life, 

in urine, quantitative determina- 
tion of. 359 
Nitrogenous extractives of muscular 

tissue, 207 
formulas for, 210 
Nitroso-indol nitrate test, 137 
Non-nitrogenous extractives of mus- 
cular tissue, 207 
Normal urine, 226 

characteristics of, 226 
constituents of, 237 
experiments on, 226-281 
Nucleic acid, 62 
Nuclcins, 62. 86, 87. 220 
Nuclco albumin, 43 
Nucleo proteid, 43. 61, 62, 220, 237, 
282, 2q6 
in bile. 121 
in feces. 146 
in nervous tissue, 220 
in urine, g. 237, 264, 282, 296 

tests for, 297 
occurrence of, 62 
Ott's precipitation test for, 

207 
Nylandcr's rcaRcnt, preparation of, 
10. 288 
test. 0. 288 

Obermayer's test for indican, 255 
reagent, preparation of, 255 



"Occult" blood in feces, 14^ 

tests for, 144 
Olein, 98 
Olive oil, 100 

emulsification of, loi 
neutral, preparation of, loi 
Orcin test, 17 
Organic acid radical, 65 
Organic physiological constituents of 

urine, 2^7 
Organized urinary sediments, 328 
Osborne-Folin method for determina- 
tion of total sulphur in urine, 363 
Ossein, 204 

preparation of, 204 
Osseoalbumoid. 43. 204 
Osseomucoid, 43, 62, 204 

chemical composition of, 62 
Osseous tissue, 204 

experiments on, 204 
Ott's precipitation test for detection 

of nucleoproteid in urine, 297 
Ovoglobulin, 43 

Oxalated plasma, preparation of, 167 
Oxalic acid, 237, 258. 378 
formula for, 258 
in urine, 237. 258 
quantitative determination 
of, 378 
Oxaluria, 258 
Oxaluric acid, 2^7, 264 
Oxidative enzymes, 34 
Oxyacids, 129, 135 
tests for, 138 
/9-oxybutyric acid. 282, 308 
formula for, 308 
Kiilz's test for, 309 
origin of, 309 
polariscopic examination for, 

309 
quantitative determination 

of. 375 
Oxyhspmoglobin, 156, 169 

Reichert's method for crystalliza- 
tion of, 167 
crystalline forms of, 152-155 
Oxymandelic acid, 237, 262 
Ox3rproteic acid, 237, 259, 317 

Palmitic acid. 07. 102. 103. 109 
crystalline form of, 102 
experiments on, 103 
formula for, 97, 109 
preparation of, 102 

Palmitin, 98 

Pancreatic digestion, 106 

general experiments on, 111 
products of, 107, no 

Pancreatic juice, 106-109 
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Pancreatic juice, artificial, prepara- 
tion of, no 
daily excretion of, 107 
enzymes of, 107 
freezing-point of, 107 
mechanism of secretion of, 

106 
reaction of, 106 
solid content of, 107 
• specific gravity of, 107 
Pancreatic rennin, 107, 109 

experiments on, 115 
Para-cresol-sulphuric acid, 237, 253 
Paralactic acid, 208, 238, 265 
Paramyosinogen, 206 
Paraoxyphenylacetic acid, 129, 136, 

237, 261 
Paraoxyphenyl-a-amino-propionic 

acid, 66 
Paraoxyphenylpropionic acid, 129, 

136. 237, 261 
Paraphenelenedi amine hydrochloride, 

196 
Parasites, 141 
Paraxanthin, 238 
Parietal glands. 84 
Parotid . glands, characteristics of 

saliva secreted by, 32 
Pathological constituents of urine, 282 
Pathological urine, 226, 282 
constituents of, 282 
experiments on, 283-317 
Pektoscope, 233 
Pentoses, 2, 16, 311 
experiments on, 16 
in urine, 282, 311 
tests for, 311 
Pepsin, 8s, 238 

action of, influence of bile upon, 

93 
influence of different acids 
upon, 85, 92 
metallic salts upon, 92 
temperature t pon, 91 
conditions essential for action of, 

8s, 91 

differentiation of, from pepsin- 
ogen, 92 

formation of, 85 

digestive properties of, 85 

most favorable acidity for ac- 
tion of, 85, 91 

proteolytic action of. 85 
Pepsin-hydrochloric acid, 91-93 
Pepsinogen, 85, 87 

differentiation of, from pepsin. 
92 

formation of. 85 

extract of. preparation of, 87 



Peptic proteolysis, 85 

products of, 85 
relation of, to tryptic pro- 
teolysis, 86 
Peptone. 43, 57, 65, 107, 282, 294 
ampho, 43, 57 
anti, 43. 58 
differentiation of, from proteoses, 

58 
experiments on, 58, 60 
in urine. 294 

tests for, 295 
separation of, from proteoses, 59 
Pettenkoper's test for bile acids, 122, 

301 
Mylius's modifica- 
tion of, 122, 301 
Neukomm's modifi- 
cation of, 122, 301 
Phenaceturic acid, 238, 266 
Phenol, 65, 129 

tests for, 138 
Phenolphthalein as indicator. 89 

preparation of, 89 
Phenol-sulphuric acid, 237, 253 
Phenyl-o-amino-propionic acid, 73 
Phenylalanin, 65, 73 
Phenyldextrosazon, 5 

crystalline form of, Plate III. op- 
posite p. 5 
Phenylhydrazln, 5 

acetate solution, preparation of, $ 
mixture, preparation of, s 
reaction, 5 

Cipollina's modification of, 6 
Phenyllactasazon. crvstalline form 

of, Plate III, opposite p. 5. 
Phenylmaltosazon crystalline form of, 

Plate III, opposite p. 5 
Phosphates in urine, 238. 275 
detection of, 278 
experiments on. 277 
quantitative determination 
of, 367 
Phosphocarnic acid. 207, 211. 238, 

266 
Phospho-proteid, 43, 190 
Phosphorized compounds in urine, 238 
Physiological constituents of urine, 

237 
Pigments of urine, 238, 266 

Pine wood test for indol. 137 
Piria's test for tyrosin, 82 
Polariscope, use of, in detection of 
conjugate glycuronates, 310 
in determination of dextrose. 

13. 349 
j8-oxybutyric acid, 376 

Polysaccharides, 2, 21 
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Polysaccharides, classification of, 2 

properties of, 21 
Posner's modification of biuret test, 

46 
Potassium in urine, 238 
Potassium indoxyl-sulphate (see Indi- 
can, pp. 129, 130, 254) 
formula for, 130, 254 
origin of, 129, 130 
tests for, 255 
Primary proteoses, 58, 59 
Prolin, 65, 74 

crystalline form of laevo-a-, 74 
crystalline form of copper uilt 
of, 75 
Prosecretin, 106 
Protagon, 220, 221 

preparation of, 222 
Proteids, 42, 282 

acetic acid and potassium ferro- 

cyanide test for. 49 
action of alkaloidal reagents on, 

47 
action of metallic salts on, 47 
mineral acids, alkalis and 
organic acids on, 47 
Adamkiewicz reaction on, 45 
biuret test on. 45 
chart for use in review of, 63 
chemical composition of, 42 
classification of, 42 
coagulation or boiling test for, 49 
color reactions of, 43 
decomposition of, 65 
by hydrolysis, 65 
by oxidation, 65 
products of, 65 

experiments on. 80 
separation of, 80 
study of, 65, 80 
derived simple. 43. 55 
formation of fat from. 99 
formulas of, 42 
Heller's ring test on. 47 
importance of, to life, 42 
Hopkins-Cole reaction on, 45 
in urine. 282, 289 
tests for, 290 
Liebermann's reaction on, 46 
Millon's reaction on, 44 
molecular weights of, 42 
native simple, 42 
Posner's reaction on, 46 
precipitation of, by alcohol, 51 
alkaloidal reagents, 47 
metallic salts, 47 
mineral acids, 47 
precipitation reactions of, 46 



Proteids, quantitative determination 
of, in milk, 382 
review of, 63 

salting-out experiments on. 49 
scheme for separation of, 64 
xanthoproteic reaction on, 44 
Proteids, coagulated, 60 

biuret test on, 61 
formation of, 60 
Hopkins-Cole reaction on, 61 
Millon's reaction on, 61 
solubility of, 60, 61 
xanthoproteic reaction on, 
61 
Proteid-coagulating enzymes, 34 
Proteids, compound, 43, 61 
classes of, 43, 61 
experiments on, 199 
nomenclature of, 61 
occurrence of, 62 
Proteid-cystin, 77 
Proteids of milk, 187, 190 

quantitative determination 
of, 382 
Proteoids, 43. 62 
Proteolytic enzymes, 34 
Proteolysis, peptic, 85 

tryptic, 86, 107 
Proteose, 43, 65, 107, 28^ 294 

V. Aldor's method for detection 

of, 296 
biuret test on, 59 
coagulation test on, 59 
deutero, 43, 57, 282 
differentiation of, from peptone, 

58 
experiments on, 59, 295 

hetero, 43, 57, 282 

in urine, 282, 295 

tests for, 295 
potassium ferrocyanide and ace- 
tic acid test on, 59 
powder, preparation of, 59 
precipitation of, by nitric acid, 59 

by picric acid, 59 

by potassio mercuric iodide, 

59 
by trichloracetic acid, 59 

primary, 59 

proto, 43. 57 

Schulte's method for detection 

of, 295 
secondary, 59 

separation of, from peptones, 59 
Protoproteose, 43, 57 
Proteoses and peptones, 57 
separation of, 59 
tests on, 59 
Proteose-peptone, 58 
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Protcose-pcptone, coagulation test on, 

58 , 
experiments on, 58 
Millon's reaction on, 58 
precipitation of, by nitric acid, 58 
by picric acid, 58 
Prothrombin, i57i 158 
Pseudo-globulin, 149, 207 
Ptomaines and leucomaines in urine, 

238, 269 
Ptyalin, 33, 34 

activity of, in stomach, 35 
inhibition of activity of, 35 
nature of action of, 34 
products of action of, 34 
Purdy's method for determination of 
dextrose, 347 
solution, preparation of, 347 
Purin bases, 62, 238, 269 

in urine quantitative determina- 
tion of, m 
Pus casts in urinary sediments, 328, 336 
Pus cells in urinary sediments, 328, 

329 
Putrefaction, indican as an index of, 

129 
Putrefaction mixture, preparation of 

a, 130 
Putrefaction products, 129 
experiments on, 130 
most important, 129 
tests for, 136 
Pyloric glands, 83 

Pyrocatechin-sulphuric acid, 237, 253 
o-pyrrolidin-carboxylic acid (see Pro- 
lin, pp. 65, 67) 

Qualitative analysis of the products 
of salivary digestion, 41 
stomach contents, 95 

Quantitative analysis of blood, 386 
of gastric juice, 383 
of milk, 380 
of urine, 344 

Quantitative determination of am- 
monia in urine, 357 
acetone in urine, 374 
acidity of urine, 376 
ash of milk, 382 
casein of milk, 382 
chlorides in urine, 371 
creatinin, 369 
dextrose in urine, 345 
fat in milk, 380 
lactalbumin in milk, 383 
lactose in milk, 383 
nitrogen in urine. 359 
oxalic acid in urine. 378 
/3-oxybutyric acid in urine, 
375 



Quantitative determination of phos- 
phorus in urine, 367 
proteid in milk, 382 
proteid in urine, 344 
purin bases in urine, 377 
sulphur in urine, 361 
total solids in milk, 381 
total solids in urine, 379 
urea in urine, 351 
uric acid in urine, 349 

Quevenne lactometer, determination 
of specific gravity of milk by, 380 

Rafl&nose, 2, 21 

Reaction of the urine, 228 

Reduced alkali-hjematin, 173 

Reduced haemoglobin, 170 

Reichet's method for crystallization 

of oxyha!moglobin, 167 
Remont's method for detection of 

salicylic acid and salicylates, 195 
Rennin, 84, 86 

action of, upon caseinogen, 86, 
188 

experiments on, 93, 95 

influence of, upon milk, 93, 192 

in gastric juice, absence of, 86 

nature of action of, 86 

occurrence of, 86 
Rennin, pancreatic, 107, 109 

experiments on, 115 
Reticulin, 43 
Reynolds-Gunning test for acetone, 

306 
Rhamnose, 2, 17 
Ring test for urobilin, 269 
Robin's reaction for urorosein, 316 
Robert's ring test for proteid, 48, 291 

reagent, preparation of, 48, 291 
Rubner's test for lactose in urine, 313 

Saccharide group, 2 
Saccharose, 2, 19 

experiments on, 20 

inversion of, 20 

production of alcohol by fermen- 
tation of, 20 
Saliva, 32 

alkalinity of, 33 

amount of, 33 

bacteria in, 35 

biuret test on. 36 

calcium in. 33, Z7 

chlorides in, 37 

constituents of. 33 

digestion of dry starch by, 38 

digestion of inulin by. 38 

digestion of starch paste by, 38 

enzyme contained in. 34 
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Saliva, excretion of potassium iodide 
in, 40 
inorganic matter in, tests for, 37 
Millon's reaction on, 36 
mucin from, preparation of, 36 
nitrites in, test for, 37 
phosphates in, test for, 37 
potassium sulphocyanide in, 37 
reaction of, 36 
secretion of, 32 
sulphocyanide in, tests for, 37 
specific gravity of, 36 
sulphates in, test for, 37 
Salivary digestion, 32 

influence of acids and alka- 
lis on, 35. 39 
dilution on, 39 
metallic salts on, 40 
temperature on, 39 
nature of action of acids and 

alkalis on, 40 
qualitative analysis of pro- 
ducts of, 41 
Salivary digestion in stomach, 35 
Salivary glands, 32 
Salivary stimuli, 32 
Salkowski-Autenrieth-Barth method 
for determination of oxalic acid in 
urine, 378 
Salkowski's method for determination 

of purin bases, 377 
Salkowski's test for cholesterin, 125 

creatinin, 253 
Salted plasma, preparation of, 167 
Salting-out experiments on proteids, 

49 
Sarcolactic acid, 208 
Schalfijew's method for preparation 

of haemin, 163 
Scheme for analysis of biliary calculi, 
124 
bone ash, 205 
stomach contents, 95 
urinary calculi, 343 
separation of carbohydrates, 31 

proteids, 64 
Scherer's coagulation method for de- 
termination of albumin in urine, 

344 
Schiff's reaction for cholesterin. 125, 

224 
uric acid, 249 
Schiilte's method for detection of 

jiroteose in urine. 295 
Schweitzer's reagent, action of, on 
cellulose. 20 
preparation of, 29 
Secondary proteoses, 59 
Secretin. 106 



Serin, 65, 74 

crystalline form of, 75 

formula for, 75 
Serum albumin, 42, 52, 148. 149, 282 

289 
in urine, 282. 289 
tests for. 290 
Senim globulin, 43, 148, 149, 282 
in urine, 282, 289. 293 
tests for, 293 
Sherman's compressed oxygen method 
for determination of total sulphur 
in urine, 365 
Sherrington's solution, preparation of, 

181 
Silicates in urine, 238, 280 
Skatol. 65, 129, 132, 140 

tests for, 137 
Skatol -carbonic acid, 135, 136 

test for, 138 
Skatol-sulphuric acid, 237, 253 
Skeletins, 63 
Smith's test for bile pigments, 122. 

301 
Sodium and potassium in urine, 238. 

279 
Sodium alizarin sulphonate as indi- 
cator. 90 
preparation of, 90 
Sodium hydroxide and potassium ni- 
trate fusion method for determina- 
tion of total sulphur and phos- 
phorus in urine. 364. 368 
Sodium hypobromite solution, prepar- 
ation of, 351 
Solera's reaction for detection of 
sulphocyanide in saliva. 38 
test paper, preparation of, 38 
Soxhlet apparatus for extraction of 

fat. 380 
Soxhlet lactometer, determination of 

specific gravity of milk by. 380 
Spectroscope, use of, in detection of 

blood. 169 
Spermatozoa in urinary sediments, 
3^8. 338 
microscopical appearance of hu- 
man, 338 
Spiegler's ring test for protcid, 48. 
291 
reagent, preparation of. 48, 291 
Standard ammonium sulphocyanide 
solution, preparation of. 373 
argentic nitrate solution, prepar- 
ation of, 371 
uranium acetate solution, prepar- 
ation of. 367 
Starch. 2, 22 

action of alcohol on iodide of, 24 
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Starch, action of alkali on iodide of, 

heat on iodide of, 24 
dry, digestion of, by amylopsin, 

109, 114 

dry, digestion of, by ptyalin, 38 

experiments on. 22 • 

iodine test for, 24 

microscopical characteristics of. 22 

microscopical examination of, 24 

potato, preparation of, 22 

solubility of, 24 

various forms of, 23 
Starch group, 2 
Starch paste, action of tannic acid on, 

25 

diffusibility of, 25 
digestion of, by amylopsin, 
108, 112 
by ptyalin. 34. 38 
Fehling*s test on, 24 
hydrolysis of, 24 
preparation of, 24 
Steapsin, 107, 109 

experiments on, 115 
ethyl-butyrate test for, 115 
"litmus-milk" test for, 115 
Stearic acid, 221 
Stearin. 98, 187 
Stellar phosphate, 193, 321 
Stokes' reagent, action of. 170 

preparation of. 170 
Stomach, motor and functional ac- 
tivities of, 93 
Stomach contents, lactic acid in. tests 
for, 94 
qualitative analysis of, 95 
Stone-cystin, 77 
Sublingual glands, characteristics of 

saliva secreted by, 32 
Submaxilary glands, characteristics of 

saliva secreted by, 32 
Sucrose ^see Saccharose, p. ig) 
Sulphanilic acid, 316, 317 
Sulphates in saliva, test for. 37 
Sulphates in urine. 238, 271 
experiments on, 273 
ethereal. 272, 273 

quantitative determina- 
tion of. 363 
inorganic. 272 

quantitative determina- 
tion of. 362 
total, quantitative determina- 
tion of. 361 
SulpJ^ocyanide in saliva, significance 
of. 3.1 
ferric chloride test for. 37 
Solera's reaction for, 38 



Sulphocyanides in urine, 2^7 
Sulphur in proteid. 52 

loosely combined, test for, 52 

in urine, quantitative determina- 
tion of, 361 

acid. 52 

lead blackening, 52 

mercaptan, 52 

neutral, 52 

oxidized. 52 

unoxidized. 52 

Tallow, bayberry, saponification of, 

102 
Tallquist's hemoglobin scale, deter- 
mination of haemoglobin by, 180 
Tannic acid, influence of, on dextrin, 

28 
on starch, 25 
Tanret's reagent, preparation of, 48, 

293 
Tanret's test, 48. 293 

Tartar, formation of, 33 
Taurin, 117. 207. 211 

formula for, 117. 211 
preparation of. 125 
Taurin derivatives, 237 
Taurocholic acid, 117 

group. 117 
Teichmann's crystals, form of (see 

hxmin crystals, p. 164) 
Tendomucoid. 43. 61. 62, 199 
biuret test on, 199 
chemical composition of, 62 
hydrolysis of. 199 
loosely combined sulphur in, test 

for. 199 
preparation of, 199 
solubility of, 199 
Thoma-Zeiss harmocytometer, 180 
Thrombin. 157. 158 
Tincture of iodine, preparation of, 394 
Tissue, adipose, experiments on. 100, 
205 
connective, 197 

white fibrous, 197 

composition of. 198 
experiments on, 198 
yellow elastic. 20 t 

composition of. 201 
experiments on, 201 
epithelial. T07 

experiments on. 197 
muscular. 206 

experiments on, 212 
nervous. 220 

experiments on, 222 
osseous. 204 

experiments on, 204 
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Tissue debris in urinary sediments, 

32S, 339 
Toison's solution, preparation of, 181 
Tollens' reaction on conjugate gly- 
curonates, 310 
galactose, 15 
arabinose, 16 
Topfcr's method for quantitative 

analysis of gastric juice, 383 
Topfcr's reagent, as indicator, 88 

preparation of, 88 
Total solids of milk, quantitative de- 
termination of, 381 
of urine, quantitative deter- 
mination of, 379 
Total sulphur of urine, quantitative 
determination of, 363, 364, 365 
phosphorus of urine, quantitative 
determination of, 368 
Tri-butyrin, 187 
Tri-olcin. 98, 187 
Tri-palmitin, 98, 187 
Tri-stearin, 98, 187 
Trichloracetic acid, precipitation of 

proteid by, 47 
Trioses, 1 
Triple phosphate, 278 

crystalline form of. 278 
formation of, 277 
Trisaccharides. 2. 21 
Trommer's test, 8, 285 
Trop.Tolin 00. as indicator. 89 

preparation of, 89 
Trypsin, 107 

action of, upon proteids, 107 

experiments on, 1 1 t 

influence of alkalis and mineral 

acids upon, 107 
nature of. 107 
pure, preparation of. 107 
Tr>psinogen. 107. 108 
activation of, 108 
Tryptic digestion, 107 

influence of bile on, 112 
metallic salts on. 112 
most favorable reaction for, 
III 
temperature for, iii 
products of. 107, no 
Tryptic proteolysis, 86, 107 
Tr>'ptophan. 45, 65, 77, 107, in 
bromine water test for, 110 
forniul.i for. 77 

group in the proteid molecule, 45 
Hopkins-Cole reaction for, 45 
occurrence of, as a decomposi- 
tion product of proteid, 65, 77 
occurrence of. as an end-product 



of pancreatic . digestion, 107, 
II I 
Tyrosin, 65, 66, 107 

crystalline form of, 68 

experiments on, 81 

formula for, 66 

Hoffmann's reaction for, 82 

in urinary sediments, 319, 326 

microscopical examination of, 81 

Momer's test for, 82 

occurrence of, 67 

Piria's test for, 82 

salts of. 68 

separation of, from leucin, 68, 81 

solubility of, 82 

sublimation of, 82 
Tyrosin -sulphuric acid, 82 

V. Udransky*s test for bile acids. 123, 

302 
Uffelmann's reagent, preparation of, 94 
Uffelmann's reaction for lactic acid, 

94 
Unknown substances in urine, 282, 316 
Uranium acetate method for deter- 
mination of total phosphates in 
urine, 367 
Urate, ammonium, crystalline form 
of, Plate VI, opposite p. 324 
sodium, crystalline form of, 324 
Urates in urinary sediments, 319, 323 
Urea. 237. 239 

crystalline form of, 239 
decomposition of, by sodium 

hypobromite, 241 
excretion of. 240 
experiments, on. 242 
formation of, 240 
formula for, 239 
furfurol test for, 245 
isolation of. from the urine, 242 
melting-point of. 243 
quantitative determination of. 

Urea nitrate, 241 

crystalline form of, 242 

formula for, 241 
oxalate, 241 

crystalline form of, 244 

formula for, 241 
Urethral filaments in urinary sedi- 
ments. 328, 338 
Uric acid. 9, 207. 2:^7, 245 

crystalline form of pure, 249 

endogenous. 246 

exogenous, 246 

experiments on, 248 

formula for, 245; 

in leukemia. 248 • 
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Uric acid in arinary sediments. 322 

crystalline form of, 
Plate V, opposite p. 

247,. 323 
isolation of, from the urine, 

248 
murexid test for, 249 
origin of, 246 
quantitative determination 

of, 349 
Folin-SchaflFer 

method for, 349 
Heintz method for, 
350 
reducing power of, 9, 249 
SchiflF's reaction for, 249 
Urinary calculi. 340 

calcium carbonate in, 341 

oxalate in, 341 
cholesterin in, 342 
compound, 340 
cystin in, 342 
fibrin in, 342 
indigo in, 342 
phosphates in, 341 
scheme for chemical anal- 
ysis of, 343 
simple, 340 

uric acid and urates in. 341 
urostealiths in, 342 
xanthin in. 342 
Urinary concrements (see urinary 

calculi, p. 340) 
Urinary concretions (see urinary 

calculi, p. 340) 
Urination, frequency of. 228 
Urinary sediments, 318 

ammonium magnesium phos- 
phate in, 319 
animal parasites in. 339 
calcium carbonate in. 321 
oxalate in. 320 
phosphate in, 321 
sulphate in. 322 
casts in. 332 
cholesterin in, 325 
collection of, 318 
cylindroids in. 337 
cystin in. 324 
epithelial cells in, 328 
erythrocytes in. 337 
fibrin in. 139 
foreign substances in, 339 
hiematoidin and bilirubin in, 

326 
hipnuric acid in, 325 - 
indifiro in, 327 
leucin and tyrosin in, 326 
magnesium phosphate in, 327 



Urinary sediments, melanin in, 327 

micro-organisms in, 339 

organized, 328 

pus cells in, 329 

spermatozoa in, 338 

tissue debris in, 339 

unorganized, 319 

urates in, 323 

urethral filaments in, 338 

uric acid in, 322 

xanthin in, 327 
Urine, 226-379 

acetone in, 302 

acidity of, 228 

acid fermentation of, 230 

albumin in, 289 

alkaline fermentation of, 230 

allantoin in, 259 

ammonia in, 270 

aromatic oxyacids in, 261 

benzoic acid in, 263 

bile in, 300 

blood in, 297 

calcium in, 279 

carbonates in, 280 

chlorides in, 274 

collection of, 235 

conjugate glycuronates in, 310 

color of. 226 

creatinin in, 250 

dextrose in. 282 

diacetic acid in, 306 

electrical conductivity of, 235 

enzymes in, 265 

ethereal sulphuric acid in, 253 

fat in, 312 . 

fluorides in 280 

freezing-point of, 232 

general characteristics of, 226 

globulin in, 293 

Haser's coefficient for solids in, 

379 

haematoporphyrin in, 312 

hippuric acid in. 255 

hydrogen peroxide in, 280 

inorganic physiological consti- 
tuents of, 238 

inosit in, 314 

iron in. 280 

lactose in, 313 

Ispvulose in. 313 

laiose in. 315 

leucomaines in, 269 

Long's coefficient for solids in, 

379 
magnesium in, 279 
melanin in. 315 
neutral sulphur compounds in, 

259 
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Urine, nitrates in, 280 

nucleoproteid in, 264, 296 

odor of, 228 

organic physiological constituents 
of, 237 

oxalic acid in, 258 

oxaluric acid in, 264 

/3-oxybutyric acid in, 308 

pathological constituents of, 282 

paralactic acid in, 265 

pentoses in, 311 

peptone in, 294 

phenaceturic acid in, 266 

phosphates in, 275 

phosphor i zed compounds in, 266 

physiological constituents of, 237 

pigments of. 266 

potassium in, 279 

prnteids in. 289 

proteoses in, 294 

ptomaines in, 269 

purin bases in. 269 
* quantitative analysis of, 344 

reaction of, 228 

silicates in. 280 

sodium in. 279 

solids of. 2^12, 370 

specific gravity of, 230 

sulphates in, 271 

transparency of. 228 

unknown substances in. 316 

urea in. 239 

uric acid in, 245 

urorosein in, 316 

volatile fatty acids in. 265 

volume of, 226 
Urobilin. 238. 266. 267 

tests for. 267 
l^rochrome, 238, 266 
Uroerythrin, 238, 266, 269 
Urofcrric acid. 2:i7. 259, 3^7 
I^roloiicic acid. 237. 262 
Urorosein. 282, 316 

tests for, 316 « 



Vegetable gums, 2 

Veith lactometer, determination of 
specific gravity of milk by, 3S0 

V^olatile fatty acids, 132, 133. 105 

Volhard-Amold method for determin- 
ation of chlorides. 37^ 

Volume of the urine, 226 

Waxy casts in urinary sediments. 336 
Weber's guaiac test for blood in 

feces, 145 
Weyl's test for creatinin, 252 
White fibrous connective tissue, 197 

experiments on. 198 
Wirsing's test for urobilin. 268 

Xanthin, 207, 238 

crystalline form of. 210 

formula for. 2 1 1 

in urinary sediments. 327 

isolation of, from meat extract, 
217 

Weidel's reaction for. 218 
Xanthin bases (sec Turin bases, pp. 

62, 238, 269) 
Xanthin silver nitrate, 217 

crystalline form of, 218 
Xanthoproteic reaction. 44 
Xylose, 2, 17 

orcin reaction on, 17 

phenylhydrazin reaction on, 17 

Tollens' reaction on. 17 

Yellow elastic connective tissue. 201 

composition of, 201 
experiments on, 201 

Zappert slide, 184 

Zeller's test for melanin, 315 

Zeynek and Nencki's haemin test, 163 

299 
Zikel pektoscope, 233 
Zymogen. 85. 107 
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